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New  Expansion 
Makes  College 
With  Co-Deans 

Dr.  Marion  Pfund  and  Dr. 
Hoyden  C.  Braithwaite  have  been 
.named  co-deans  of  the  new  col- 
lege of  family  living  it  was  an- 
nounced today  by  Pres.  Ernest 
L.  Wilkinson. 

This  new  college  is  believed  to 
be  the  first  of  its  kind  in  the 
United  States,  and  will  include 
the  departments  of  foods  and 
nutrition,  clothing  and  textiles, 
home  economics  and  education, 
and  will  maintain  liason  with  the 
departments  of  sociology,  psy- 
chology, and  the  school  of  nurs- 
ing. 

Former  Professor 
A former  Professor  at  Cornell 
University,  Dr.  Pfund  was  on  the 
staff  for  25  years,  and  did  ex- 
tensive research  in  nutrition.  She 
received  her  Ph.D.  from  Yale 
University  and  did  post-doctoral 
work  at  the  University  of  Chi- 
cago. 

In  1943,  Dr.  Pfund  directed  the 
first  movie  to  be  made  on  home 
canning  and  also  one  of  the  first 
movies  made  by  the  extension 
teaching  and  information  depart- 
ment at  the  colleges  of  agricul- 
ture and  home  economics  at  Cor- 
nell. 

Chemistry  and  Food  Prepar- 
ation, a Laboratory  Manual  for 
Students  of  Home  Economics 
and  Hotel  Administration,”  is 
one  of  the  publications  of  Dr. 
Pfund.  She  has  also  published 
in  several  professional  maga- 
zines and  bulletins. 

From  BYU 

Dr.  Braithwaite,  former  Stu- 
dent Coordinator,  was  a graduate 
of  Brigham  Young  University  in 
1937,  and  obtained  his  Ph.D.  de- 
gree from  Cornell  in  1950.  Ac- 
tive in  LDS  education,  he  served 
as  a Chaplain  in  the  U.S.  Army 
in  1945-46  in  Texas  and  Italy.  He 
formerly  taught  in  seminaries 
at  Wasatch  and  Jordan  High 
schools,  and  was  director  of  LDS 
Institutes  of  Religion  at  Dixie 
College  and  Weber  College. 

739  Years  of  Service  . . . 


DR.  MARION  PFUND 
. . . Hails  from  Cornell 

Assignments  Made 
Of  Summer  Editors 

Dick  Scholle  and  Sterling 
Loveland  have  been  appointed 
Editor-in-chief  and  business  man- 
ager, respectively,  of  the  Uni- 
verse during  the  1954  summer 
quarter,  announced  Dr.  Oliver 
Smith,  chairman  of  student  pub- 
lications. 

Scholle,  a junior  from  Cleve- 
land, Ohio,  is  majoring  in  jour- 
nalism. During  the  current  year 
he  has  served  as  Tuesday  editor 
of  the  Universe. 

Loveland,  a sophomore  from 
Provo,  has  served  as  assistant 
Tuesday  editor  during  the  past 
quarter. 

Filling  the  position  of  man- 
aging editor  will  be  Dee  Green, 
a freshman  from  Salt  Lake  City. 
He  was  Thursday  editor  during 
the  current  year. 

Don  Stratton,  a freshman  fr$>m 
Jaffrey,  N.H.,  will  act  as  photog- 
rapher during  the  summer  ses- 
sion. 

Students  desiring  to  fill  writ- 
ing or  editorial  positions  on  the 
staff  are  invited  to  call  at  the 
Universe  office,  144  Clark  Ser- 
vice Center. 

The  paper  will  be  published 
each  week  on  Fridays  during 
both  terms  of  summer  school. 


Three  Retiring  Professors 
Receive  Special  Honors 


Tuesday,  June  1,  1954 

Top  Scholars 
Are  Honored 

Names  of  50  top  scholars  of 
the  graduating  class  to  be  hon- 
ored with  membership  in  Phi 
Kappa  Phi,  national  honorary 
scholastic  society,  were  announ- 
ced today  by  Dr.  Smith  Pond, 
chapter  president. 

Phi  Kappa  Phi  is  the  only 
campus-wide  scholastic  society  at 
Brigham  Young  University  and 
recognizes  students  from  all  de- 
partments with  the  highest 
grade-point  averages. 

The  candidates  will  be  initiated 
at  the  annual  chapter  banquet 
Saturday  at  6 p.m.  in  the  West 
Lounge  of  the  Social  Hall.  They 
will  wear  special  insignia  at 
commencement  exercises  and 
their  names  will  be  carried  in 
a special  section  of  the  printed 
program. 

Dr.  Pond  urged  all  Phi  Kappa 
Phi  members  in  the  faculty  to 
participate  in  the  activities  and 
to  contact  him  or  Dr.  Milton  Mar- 
shall, chapter  secretary. 

Those  students  whose  names 
are  preceded  by  a “G”  are  grad- 
uate students. 

Students  to  be  honored  are:  Ruel  A. 
Allred,  Merlin  Oakey  Baker,  MacRai  Barth- 
olomew, Merrill  G.  Bradshaw,  G — Douglas 
Rich  Bunker.  G — David  Leigh  Clark,  G — 
Merlin  D.  Compton,  Harold  Gregory  Cor- 
nell, Wilhelmina  Conrad,  G — Arture  De- 
Hoyos,  LaRae  Dunn,  Geraldine  A.  Edwards, 
Weston  E.  Edwards,  Lorna  Ann  Erickson, 
Howard  T.  Garrick,  Atla  Maureen  Gass- 
man,  Marilyn  Georges,  Vernal  H.  Gled- 
hill,  John  Alden  Greene,  Carolyn  L.  Har- 
ris, Richard  M.  Hebertson,  Metta  Alice 
Heder,  Max  W.  Hill,  Morris  A.'  Jackman, 
Wilbur  W.  Jennings,  Lola  Lue  McClellan, 
Quinn  McKay,  J.  G.  MacFarlane,  Clarence 
D.  Moat,  Dwight  L.  Morrell,  Dallin  Har- 
ris Oaks,  LaRue  Ockey,  Ruth  L.  Olsen, 
Joan  Mariam  Ovard,  H.  Richard  Packham,’ 
Betty  Jo  Page,  Max  D.  Peterson,  Nancy 
Ann  Rich,  Weilding  T.  Shaw,  Terry  C. 
Smith,  Maxine  Binch  Steele,  Harold  R. 
Stiler,  Ruth  Lamar  Tangren,  Marolyn  Tay- 
lor, Dorothea  aCrol  Thomas,  Stanley  Roy 
Thurber,  Martha  Horne  Tingey,  Claudia 
Eileen  Viles,  Grace  A.  H.  Vlam,  and  Gale 
Walton. 


Provo,  Utah 


752  Students  Receive 
Degrees  in  Annual 
Commencement  Rites 

Brigham  Young  University’s  79th  Annual  Commencement  exer- 
cises will  provide  752  graduates  with  degrees.  The  exercises  are 
scheduled  in  the  George  Albert  Smith  Fieldhouse  Monday,  June 
7,  at  7:30  p.m.  Baccalaureate  services  are  Sunday  at  6:45  p.m. 

Graduates  will  be  addressed  by  one  of  Utah’s  Representatives  in 
Congress,  Douglas  R.  Stringfellow.  Elder  Marian  D.  Hanks,  of  the 
First  Council  of  Seventy  will  be 

Dept, 


Three  professors  emeritus,  Ef- 
fie  Warnick,  home  economics  pro- 
fessor; Hermese  Peterson,  pro- 
fessor of  elementary  education; 
and  William  H.  Boyle,  professor 
of  education,  will  be  honored  dur- 
ing commencement  week. 

These  three  professors  are  re- 
tiring after  over  139  years  of 
combined  service  to  schools. 

Professor  Warnick  will  be  hon- 
ored at  an  open  house  Sunday, 
June  6,  and  Professors  Peterson 
and  Boyle  will  be  honored  jointly 
at  a reception  the  following  day. 

Open  house  for  Miss  Warnick 
will  be  held  at  the  home  of  Mrs. 
Kiefer  B.  Sauls,  680  North  Third 
East,  from  2 to  4:30  p.m.  All  her 
friends  and  former  students  are 
invited  to  the  reception. 

Receptions  for  Professor  Peter- 
son and  Professor  Boyle  will  be 


held  in  the  Smith  Banquet  Hall 
from  2 to  4 p.m.  Monday. 

Prof.  Warnick  joined  Brigham 
Young  University  as  a home  ec- 
onomics teacher  in  1922  and  serv- 
ed as  chairman  of  that  depart- 
ment from  1930-49.  In  that  time 
the  department  grew  from  four 
home  economics  majors  to  22  in 
1949. 

Miss  Peterson  was  principal  of 
the  BYU  training  scnool  irom 
1924-1948,  previously  teaching  in 
various  schools  in  Central  Utah. 
Professor  Peterson  has  also  ser- 
ved as  a member  of  the  Utah 
State  Text  Book  Commission. 

Prof.  Boyle  has  served  under 
five  BYU  presidents  and  has  been 
principal  of  both  BY  High  and 
BYU  training  school.  A member 
of  the  counseling  committee  for 
35  years,  he  was  its  chairman  for 
25  years. 
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Pictures  From  Banyan 
On  Sale  to  Students 

Pictures  from  the  1954 
Banyan  are  now  on  sale  in 
the  Banyan  office  to  all  stu- 
dents. Prices  range  from  10 
cents  up,  depending  on  the 
picture  desired. 

Those  wishing  to  buy  pic- 
tures, and  all  students  who 
have  not  yet  bought  a Ban- 
yan, and  wish  to  do  so,  must 
get  them  before  5 p.m.  today, 
as  the  Banyan  office  will  be 
closed  during  finals. 
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f.  To  Train 
Econ  Teachers 

Home  economics  majors  will 
use  one  apartment  in  the  Anna 
Mieth  Maeser  Hall  for  intensive 
training  in  home  management, 
during  a six  weeks  period,  begin- 
ning autumn  quarter.  This  ar- 
rangements will  permit  these  stu- 
dents to  meet  all  certification  re- 
quirements for  teaching  home 
economics  in  the  secondary 
schools,  according  to  Dr.  Roy- 
den  Braithwaite. 

The  work  in  home  management 
will  be  supervised  by  Mrs.  Beth 
Hinman.  Through  rotation  all 
seniors  and  a few  juniors  major- 
ing in  home  economics  will  par- 
ticipate in  the  course  for  school 
year,  1954-55. 

Six  students  are  signed  for  the 
beginning  of  autumn  quarter,  and 
places  are  available  for  the  last 
six  weeks  of  the  quarter.  Stand- 
ards which  govern  women’s  cam- 
pus housing  will  also  apply  to  the 
students  living  in  the  home  man- 
agement apartment. 

Arrangements  were  made  co- 
operatively between  the  Office 
of  Student  Housing  and  the  de- 
partment of  home  economics. 

Commencement  Dance 
To  Be  Held  Friday  Nite 

The  final  dance  of  the  year, 
the  Commencement  Ball,  will  be 
held  immediately  following  the 
alumni  talent  program  Friday, 
June  5,  in  the  Joseph  Smith  ball- 
room. 

Gus  Shields’  orchestra  will  fur- 
nish the  music  for  the  affair  be- 
ginning at  9:30  p.m.  All  seniors, 
parents,  alumni,  guests,  and 
friends  are  invited  to  attend. 

Lucy  Kinnison  is  chairman  of 
the  dance  with  committee  mem- 
bers Jim  Hill,  Frances  Bushman, 
Phyllis  Smith,  and  Marilyn  Stap- 
ley  assisting. 


Sunday’s  Baccalaureate  speaker 
along  with  class  valedictorian, 
Lorenzo  Findlay. 

BYU  Pres.  Ernest  L.  Wilkinson 
will  confer  the  degrees  upon  the 
graduates  including  27  master’s 
degrees  and  one  honorary  degree. 
Dr.  Harvey  Fletcher,  Dean  of  the 
College  of  Physical  and  Engin- 
eering Sciences,  is  to  receive  an 
honorary  Doctor  of  Science  de- 
gree. 

Ten  Per  Cent  Honored 
High  honors  will  be  awarded  to 
students  whose  grades  place  them 
among  the  top  three  per  cent  of 
their  graduating  class.  Graduates 
whose  grades  place  them  among 
the  next  seven  per  cent  of  their 
class  will  be  honored  at  the  ex- 
ercises. 

Pres.  J.  Reuben  Clark  Jr.,  of 
the  First  Presidency,  will  preside 
in  the  graduation  exercises  Mon- 
day and  Pres.  David  O.  McKay 
will  officiate  at  the  Baccalaureate 
Services,  according  to  C.  J.  Hart, 
chairman  of  commencement  activ- 
ities. 

Assemble  Early 
Chairman  Hart  announced  that 
graduates,  laculty,  and  special 
guests  should  be  at  the  Maeser 
building  by  6:40  p.m.  Monday, 
in  order  to  assemble  for  the  grad- 
uation procession. 

Those  who  receive  master’s  de- 
grees will  line  up  on  the  road- 
way in  front  of  the  president’s 
house.  Applied  Scien,ce  Arts  and 
Science,  and  Commerce  graduates 
will  collect  on  the  Brimhall  road- 
way, and  Education,  Fine  Arts, 
and  Nursing  graduates  will  as- 
semble immediately  east  of  the 
Maeser  building. 

Faculty  will  meet  on  the  road 
west  of  the  Maeser  building. 

Masters  degree  candidates  will 
lead  the  procession  to  the  Smith 
Fieldhouse,  with  faculty  and  spec- 
ial guests  following  last. 

Sunday  Events 

Sunday  afternoon  at  2 p.m.  a 
testimony  meeting  will  be  held 
for  graduates,  their  parents  and 
friends  in  the  Smith  auditorium. 
Following  this,  at  4 p.m.  Presi- 
dent Wilkinson  will  hold  a re- 
ception for  graduates  in  his  home. 

A complete  schedule  of  gradu- 
ation events  can  be  obtained  in 
the  Clark  Service  Center,  accord- 
ing to  Dr.  Hart. 


EFFIE  WARNICK 
. . . Home  economics 


WILLIAM  H.  BOYLE 
. . . Education  professor 


HERMESE  PETERSON 
. . . Elementary  education 
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Brigham  Young  Universe 


June  1,  1954 


Finals  Plans  Made 
For  Senior  Treat 


Final  plans  for  the  Senior 
breakfast  given  by.  the  Juniors 
in  honor  of  the  Seniors  are  be- 
ing completed  by  the  committee 
headed  by  Andrew  Terry. 

The  breakfast  will  start  at  8 
a.m.  Saturday  in  the  Provo-East 
Provo  Stakehouse. 

This  program  is  built  around 
the  theme  “Keys.”  It  is  under 
the  direction  of  Barbara  Birk- 
head,  Ogden. 

As  part  of  the  program  the 
seniors  will  be  inducted  into  the 
Brigham  Young  University  Alum- 
ni association  during  a candle- 
light ceremony.  Also  various 
seniors  will  give  toasts  stressing 
the  different  phases  of  the 
theme. 

Seniors,  including  their  guests, 
will  be  the  guests  of  the  Junior 
class  at  this  annual  event. 

Other  members  of  the  commit- 
tee include  Gordon  Taylor,  table 
arrangements;  and  Lucille 
Hulme,  catering.  Reservations 
were  handled  by  Sylvia  Tyler, 
and  campus  publicity  was  direc- 
ted by  Margarita  Obregon. 


Brigham  Young  . . ■ 

Students  To  Commemorate 
Birth  of  School  Founder 


Korean  Veterans 
Must  Sign  Forms 
Prior  to  Leaving 


Day  of  Reunion 
Scheduled 


by  Colleen  Young  - Universe  Editorial  Associate 
II  Brigham  Young  had  never  been  born,  all  the  trouble  and 
luss  ol  writing  this  story  might  have  been  avoided,  lor  our  uifiversity 
would  never  have  happened.  But  he  was,  and  it  did,  and  today  we 
celebrate  his  153rd  birthday  anniversary. 

Students  will  observe  the  special  day  of  this  man,  who  gave  his 
name,  and  much  ol  his  life  to  the  university,  by  participating  m their 
usual  course  of  events. 

In  1875  Brigham  Young  conceiv- 
ed the  idea  of  establishing  a 
school  which  would  combine  reli- 
gious studies,  book-learning,  and 
social  life  in  equal  portions,  and 
though  the  latter  receives  the 
most  attention  there  is  also  an 
opportunity  for  students  to  parti- 
cipate in  studies. 


All  veterans  attending  school 
on  the  Korean  GI  Bill  must  sign 
for  their  veteran  checks  before 
going  home.  Those  who  wish  the 
check  sent  to  the  home  address 
must  file  change  of  address 
forms  when  they  sign. 


For  Saturday 


Time  included  in  the  checks 
will  be  from  May  1 to  June  4, 
and  should  be  mailed  on  June  20, 
according  to  Vila  Olsen,  Veteran’s 
Coordinator. 


BRIGHAM  YOUNG 
. . . Birthday  celebration 
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Lowest  Fare  to  Hawaii  in  History 
Transocean  Airline 

★ — • — 


MERRILL  CHRISTOPHERSON,  Agent 

Phone  Provo  555 


Defines  Education 
The  man  for  whom  th  Univer- 
sity was  named  has  supplied  us 
with  a definition  of  education.  He 
said,  “It  is  the  power  to  think 
clearly,  the  power  to  act  well  in 
the  world’s  work,  and  the  power 
to  appreciate  life,”  No  place  in 
the  world  can  these  v things  be 
learned  more  completely  than  at 
our  university. 

, At  this  enchanting  time  of  the 
year  when  the  earth  has  been 
freed  from  snow  and  students  lin- 
ger in  hollows,  upon  steps  and 
under  old  green  oaks,  they  learn 
about  life  and  the  spirit  of  the 
“Y,”  which  is  the  spirit  of  its 
founder. 


Veterans  who  plan  to  attend 
summer  school  must  take  at  least 
seven  hours  per  term  in  order 
to  receive  full  pay  for  their 
schooling.  June  pay  forms  will 
be  signed  June  30  and  checks 
.should  be  sent  out  on  July  20. 


Transfer  forms  for  those  plan- 
ning to  transfer  to  other  schools 
must  be  obtained  from  the  Vet- 
eran’s Coordinator.  These  must 
be  filed  about  three  weeks  in 
advance  of  registration  in  the 
new  school,  in  order  that  checks 
may  be  payed  on  time. 


Each  year*-  brings  more  fulfill- 
ment, and  four  years  of  studying, 
working,  and  playing,  at  Brigham 
Young  University  cause  one  to 
feel  more  deeply  and  live  more 
completely. 


Students  attending  summer 
school  PL  346  or  WWII  must 
take  at  least  six  hours  per  term 
to  receive  full  benefits.  Those 
who  have  been  teaching  through 
the  past  year  must  bring  a let- 
ter from  their  principal  or  sup- 
erintendent giving  the  beginning 
and  ending  date  of  their  teaching 
assignments. 


Those  working  on  theses 
should  -get  cost  estimates  and 
make  necessary  adjustments  with 
the  Veteran’s  Coordinator  .early 
in  the.  quarter. 


BUY  A NEW  CHEVROLET-TODAY’S  BEST  BUY  IN  SAFETY! 


biggest 


brakes 


IN  THE  LOW-PRICE  FIELD 


Biggest  brakes  for  safer  stopping.  High  compression 
power  for  smoother  going.  In  feature  after  feature, 
Chevrolet  gives  you  the  most — and  the  best — for  your 
money!  We’re  so  sure  of  it  that  we  invite  you  to  prove  it 
to  yourself  by  any  test  or  comparison  you  care  to  make. 
Come  in  now! 


Only  Chevrolet  in  the  low-price  field  gives  you  all 
these  "Best  Buy”  values— • BIGGEST  BRAKES  • HIGH  COM- 
PRESSION POWER  • FISHER  BODY  QUALITY  • SAFETY  PLATE  GLASS 
• FAMED  KNEE-ACTION  RIDE  • FULL-LENGTH  BOX-GIRDER  FRAME 


Come  in  now  and  CHEVROLET 


1 prove  it  for  yourself! 

Now's  the  time  to  buy l Get  our  BIG  DEAL i Enioy  a New  Chevrolet! 


YOUR  CHEVROLET  DEALER 


Brigham  Young  Alumni  Day 
has  been  set  for  Saturday,  when  ' 
all  four  members  of  the  class  of 
1904  will  be  present,  according  to 
Ray  E.  Beckham,  assistant  ex- 
ecutive secretary  of  the  Alumni 
association. 

Highlights  of  the  days  activ- 
ities will  be  the  naming  of  five 
outstanding  alumni  members  by 
an  anonymous  committee  for  this 
year’s  Distinguished  Service 
awards.  Selection  is  based  on 
distinguished  service  to  the  state, 
the  nation,  the  community,  the 
Church,  or  the  University.  Re- 
cipients of  the  award  must  be 
living. . Awards  will  be  announ- 
ced during  the  evening’s  pro- 
gram. 

Six  new  members  of  the  Al- 
umni Council  will  also  be  in- 
stalled on'this  occasion,  and  elec- 
tion of  new  officers  will  be  cho- 
sen by  the  Alumni  Executive 
Council. 

Emeritus  President  . Francis 
Kirkham  will  direct  the  annual 
. Emeritus  Club  meeting  at  10  a.m. 
in  the  Smith  banquet  hall.  Speak- 
ers will  be  Dr.  Harvey  Fletcher 
and  W.  Cleon  Skousen. 

At  noon  the  Alumni  barbecue 
will  be  held  on  the  Smith  patio. 
Cost  is  $1.00. 

The  faculty  and  alumni  will 
square  away  at  2:30  p.m.  on  the 
practice  field,  west  of  the  sta- 
dium house  in  a softball  game. 
A smorgasbord  will  follow  at  6 
p.m.  Those  that  do  not  care  for 
1 alumni  vs.  faculty  softball  games 
may  see  two  film  classics,  Ray 
Beckham  said. 

A Fun  Program  at  8 p.m.  and 
tfye  Graduation  Ball  in  the  Smith 
ballroom  will  round  out  the  days 
activities. 


Grants  Given 
To  Aid  Study 


Zoology  and  entomology  have 
been  granted  several  thousand 
dollars  in  fellowships  and  schol- 
arships so  they  may  do  research 
and  further  study  on  Ph.D.  de- 
grees, announced  Dr.  Vasco  M 
Tanner,  chairman  of  the  depart 
ment  of  Zoology  and  Entomol 


ogy. 


John  B.  Christensen  has  been 
granted  a graduate  assistantship 
in  anatomy  at  the  University  of 
Oklahoma;  Rodger  Hiatt  will 
study  medicine  at  the  University 
of  Tennessee.;  Rulon-  L.  Marcus- 
en  received  a scholarship  in  phys- 
ical therapy  at  Stanford  Univer- 
sity; and  Ervin  J.  Nelson  will 
enter  George  Washington  Medi- 
cal School  at  Washington,  D.C. 

Deon  Bringhurst  and  Ralph 
Bytendorp  have  been  admitted  to 
’the  dental  school  at  Washington 
University  in  St.  Louis,  and  Law- 
rence L.  Whetton  will  study  med- 
icine at  . George  Washington 
School  of  Medicine.  Keith  Stand- 
ing, graduate  student  in  Zoo- 
( Continued  on  page  6) 


AUTO  INSURANCE 
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Study  Grants  Open 
To  Spring  Grads 


Competitions  for  United  States 
Government  scholarships  for 
graduate  study  abroad  in  1955- 
56  are  now  open,  according  to  an 
announcement  from  the  Institute 
of  International  Education.  In- 
formation concerning  the  study 
awards  under  the  Fulbright  pro- 
gram and  the  Buenos  Aires  Con- 
vention program  are  available  in 
the  offices  of  Fulbright  advisors 
on  college  and  university  cam- 
puses. 

These  program:*  are  part  of 
the  educational  exchange  activ- 
ities of  the  State  Department. 
They  will  provide  approximately 
1,000  American  citizens  the 
:hance  to  study  abroad  during 
the  1955-56  academic  year. 

Eligibility  requirements  for 
'these  foreign  study  fellowships 

(1)  United  States  citizenship. 

(2)  A college. » degree  or  its 
equivalent  at  the  time  the  award 
is  made. 

3)  Knowledge  of  the  language 
of  the  country  sufficient  to  car- 
ry on  the  study. 

(4)  Good  health. 

Fulbright  awards  are  made  in 
the  currencies  of  participating 
countries.  The  awards  cover 
transportation,  tuition,  books  and 
tnaintenance  for  one  academic 
year.  Awards  given  by  the  Bu- 
anos  Aires  Convention  Program 
nclude  transportation  provided 
by  the  United  States  Govern- 
ment, and  tuition  and  mainten- 
ance allowances  provided  by  the 
iqst  governments. 

Competition  closes  November 
t,  1954.  Those  interested  are  urg- 
xi  to  write  the  Institute  of  Inter- 
national Education,  1 East  6?th 
Street,  New  York  City,  N.Y.,  for 
ipplication  blanks  and  further 
nformation. 
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KEEP  HER  WARM.. .BUT  KEEP  HER  PROUD 

-even  the  laundry  soap  needed  to  wash  them. 


Before  the  bombs  came,  her  needles  flew  as 
quickly — as  ably — as  your  own  grandma’s. 

But  now — when  a sweater,  socks,  or  a shawl 
might  ward  off  freezing  cold — this  Korean 
grandma  has  no  needles.  Has  no  wool. 

Yet  you  can  give  them  to  her  for  just  $10. 

You  can  put  the  warm  wool — some  2*4 
pounds  of  it— in  her  hands.  You  can  set  the 
needles  flying  again,  set  her  smiling  proudly, 
with  CARE. 

And  $7  more  of  your  CARE  money  will  send 
someone  the  yardage  for  a suit— a dress  of 
cotton,  plus  precious  buttons,  needles,  thread 

S«NO  TOUR  MONEY  TO  “CARE”  NEW  YORK  OR  GO  TO  TOUR  RAILWAY  EXPRESS  < 


CARE  uses  your  dollars  carefully.  CARE 
is  completely  non-profit.  And,  because  CARE 
buys  in  big  lots,  every  dollar  goes  farther. 
Send  what  you  can  (e.ven  $1)  to  CARE, 
New  York.  Or  stop  in  at  your  Railway 
Express  Office.  No  shipping  charges  or  duty. 


Brigham  Young  Universe 


Final  Test  Schedule 


' SCHEDULE  I 

For  classes  held  daily;  any  four  days 
per  week;  Monday,  Wednesday,  and  Fri- 
d Friday;  Wednesday  and 


Thursday  7 
Wednesday  9 


55-ll;5i 

55-11:51 

55-11:51 


Thursday  1 
Friday  ] 
Wednesday  4 


s*ven  me  ruesoay 

above-named  dates 


■...is  me  aoove-namea  cli 
6:00  p.m.  respectively. 


Annual  Banquet  Held  by  A Cappella 


Culminating  the  year’s  activi- 
ties, the  A Cappella  choir  held 
their  annual  spring  banquet  re- 
cently. Under  the  direction  of  so- 
cial chairman,  LaRae  Dunn, 
Dean  Holmes  acted  as  general 
chairman  and  master  of  cere- 
monies. 

During  the  evening  special 
awards  were  presented  to:  Lorna 
Erickson,  who  received  the  New- 
ell B.  Weight  A Cappella  award; 
Marylin  O.  Neubert,  the  class  of 
1919  Gold  Medal  award  for  ex- 
cellence in  voice;  and  Marolyn 
Taylor,  the  de  Jong  award  for 
-excellence  in  organ.  The  Keller- 
Fitzroy  award  for  best  all-round 
musicianship  was  presented  to 
Martha  Tingey  and  LaRae  Dunn. 


Graduate  scholarships  were  re- 
ceived by  Hal  Connell,  Merrill 
Bradshaw,  Miss  Dunn,  Miss  Tin- 
gey, and  Miss  Erickson. 

New  officers  of  the  choir  for 
next  year  were  announced  dur- 
ing the  banquet.  Fred  Garrett 
will  act  as  president  with  Dean 
Hailstone,  Hal  Connell,  and  La- 
Rae Dunn  as  councilman.  New 
social  chairman  is  Donna  Glazier 
and  historian,- Sylvia  Whittle. 


Honor  Student 
Requirements 
To  Be  Changed 

Requirements  for  making  the 
honor  roll  have  been  lowered  up- 
on recommendations  made  by  the 
Deans  Council  and  with  the  ap- 
proval of  the  University  admin- 
istration. 

Under  the  new  policy  any  stu- 
dent who  obtains*  a grade  point 
average  between  2.5  and  2.79,  in- 
clusive will  be  placed  on  the  roll 
of  Honor.  High  Honors  will  be 
given  to  any  student  whose  grade 
point  average  is  2.8  or  higher. 
In  both  of  these  cases  a mini- 
mum registration  load  of  15 
hours  for  the  quarter  will  be 
required. 

High  honors  will  be  awarded 
to  those  students  whose  cumula- 
tive grades  place  them  in  the  top 
three  per  cent  of  the  graduating 
class.  Honors  will  be  given  to 
the  next  highest  seven  per  cent 
of  the  graduating  class.  Thus, 
honorable  recognition  will  be  ac- 
corded the  top  ten  per  cent  of 
the  graduating  class. 


Athletic  Director  Appointed  to  Council 


Jim  Hill,  a junior  from  Layton, 
Utah  was  recently  appointed  ex- 
officio  member  of  the  Associated 
Men  Students  council  because  of 
his  appointment  as  student  in- 
tramural director,  announced 
Jack  Zenger,  council  president. 

During  the  meeting  the  coun- 
cil discussed  the  problem  of  par- 
ticipation on  Y Day.  They  are  in 
favor  of  a strong  incentive  sys- 
tem to  encourage  participation 
during  future  Y Days. 

AMS  leaders  expressed  a ma- 


jority opinion  that  a vigilante 
system  was  necessary  to  prevent 
less  participation  than  was  ren- 
dered this  year. 

As  a possible  alternative  for 
penalties  they  suggested  shirk- 
ers be  run  through  the  spray  of 
a fire  hose. 

A motion  that  the  Inter-organ- 
izational council  take  charge  of 
arrangements  for  the  Inter-So- 
cial Unit  dance  was’passed.  Pre- 
viously, the  AMS  council  had  de- 
cided to  incorporate  the  dance  in 
the  unit’s  schedule  of  activities. 
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OAl^iMUtb  Big  Problems  Changing  Times  by  Arthur  Hardy 


World  Today.. . 


f Wang 

Uniuem 

CONSTITUTIONAL  CHANGES 

Yesterday  and  today  students  have  been  engaged  in  voting  upon 
proposed  amendments  to  the  ASBYU  Constitution.  These  amendments 
will  materially  aid  the  studentbody  officers  in  carrying  out  their 
duties  in  one  instance,  and  will  legalize  a practice  which  has  been 
common  in  past  years  in  the  other. 

The  first  amendment  to  appear  on  the  ballot  deals  with  the 
selection  of  the  Universe  editor.  By  the  provisions  of  the  amendment, 
the  editor  will  be  an  appointive  post.  In  the  past,  the  Constitution 
has  specified  that  if  “two  or  more  candidates  are  qualified,  the  stu- 
dents shall  elect  the  editor.”  It  is  evident  that  a board  of  students 
and  faculty,  equally  balanced,  can  pick  an  editor  with  much  greater 
accuracy  than  he  can  be  elected. 

The  other  amendment  will  provide  for  a well  regulated  election 
of  Freshman  class  officers.  This  much  needed  move  was  suggested 
by  Rex  Lee,  this  year’s  frosh  president,  and  should  correct  an 
unhealthy  situation. 

We  would  urge  the  studentbody  to  vote  “yes”  on  both  amend- 
ments. 

GREAT  MEN  INSPIRE 

(Ed.  note:  This  is  reprinted  from  the  Deseret  News) 

Students  at  Brigham  Young  University  in  the  years  to  come  will 
have  ever  before  them  the  inspiration  of  some  of  the  great  men  and 
women  whose  lives  and  works  exemplified  in  an  unusual  degree  the 
principles  and  ideals  of  the  Church  of  Jesus  Christ  of  Latter-day 
Saints.  In  a full  day  of  dedicatory  and  recognition  ceremonies 
Wednesday  more  than  a score  of  campus  structures  and  13  separate 
laboratories  and  classrooms ^ere  officially  named  in  honor  of  individ- 
uals whose  contributions  in  education,  science,  social  service  and 
Church  leadership  have  been  outstanding. 

Following  the  general  service  at  the  memorial  fieldhouse  which 
was  named  for  the  late  President  George  Albert  Smith,  separate 
ceremonies  were  held  at  each  of  the  other  buildings  with  faculty 
members,  students  and  representatives  of  the  families  of  persons 
being  honored  taking  part  on  the  programs.  The  services,  signaling 
the  opening  of  annual  commencement  week  activities,  also  marked 
significant  progress  in  the  ^.O-million-dollar  building  program  at  the 
Provo  school,  which  is  now^ the  largest  educational  institution  in  the 
state,  as  well  as  the  largest  church-supported  university  in  the  nation. 

Wednesday’s  events,  probably  without  precedent  in  academic 
history,  not  only  paid  a deserved  tribute  to  the  memories  of  those 
whose  names  were  honored,  but  imparted  a new  element  of  person- 
ality to  the  already  distinctive  character  of  the  ‘Y.’ 


LITTLE  MAN  ON  CAMPUS 


by  Bibler 


“I  SAW  you  foul  him — THAT’S  a FOUL.” 
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To  Face 
Each  Student 

by  Dallas  Burnett 
Universe  Staff  Writer 

Two  questions  are  going  to 
come  to  the  mind  of  every  seri- 
ous student  who  receives  a de- 
gree next  Monday  night.  First, 
what  does  the  future  hold  for 
me?  And  second,  what  does  the 
future  hold  for  Brigham  Young 
University?  Two  questions  that 
only  time  will  be  able  to  answer 
with  accuracy. 

Howard  S.  MacDonald,  Chris- 
ten Jensen,  and  Ernest  L.  Wilkin- 
son have  all  served  as  president 
of  this  University  during  the 
time  we’ve  been  here.  Although 
their  methods  and  practices  have 
been  different,  each  one  of  these 
men  has  been  motivated  by  a 
vision  of  the  future  of  BYU  and 
have  contributed  significantly  to 
its  growth. 

The  Universe,  along  with  indi- 
vidual students  and  organized 
groups,  have  been  highly  critical 
of  administration  policy  and  ac- 
tions from  time  to  time  over  the 
past  several  years.  Some  of  that 
criticism  has  been  justified,  some 
of  it  has  been  irresponsible  and 
uncalled  for;  but  thank  goodness 
that  the  right  to  criticize  has 
never  been  curtailed. 

Critical  Stage 

It  seems  to  us,  as  we  prepare 
to  leave  BYU,  that  the  University 
has  reached  a rather  critical 
point  in  its  natural  progress  and 
growth.  Physically,  expansion  is 
moving  forward  at  an  almost 
dazzling  rate,  so  much  so,  that 
there  seems  to  be  a danger  of 
not  maintaining  the  same  growth 
on  the  mental  and  spiritual 
planes.  > 

If  Brigham  Young  University 
is  to  remain  that  some  wonder- 
ful Y that  each  one  of  us  knows 
now  and  has  known  in  years 
past,  then  there  must  be  a con- 
scious realization  of  the  dangers 
coincidental  to  physical  growth. 
BYU,  in  order  to  do  for  future 
•students  what  it  has  done  for 
thousands  of  former  students, 
must  be  saturated  with  LOVE, 
FAITH,  TRADITION,  and  LOY- 
ALTY. 

New  students,  new  faculty 
members,  and  new  administra- 
tors must  feel  the  spirit  that  has 
gone  into  the  75  or  more  years 


The  Monroe  Doctrine,  some- 
thing most  of  us  are  glad  to  for- 
get after  passing  our  last  test  in 
U.  S.  history,  is  presently  in  need 
of  repair. 

When  President  Monroe,  in 
1823,  said  that  the  United  States 
would  consider  “unfriendly”  any 
attempt  by  a European  power 
to  extend  its  control  in  the  West- 
ern Hemisphere,  the  world  lis- 
tened and  obeyed  with  few  ex- 
ceptions (unsuccessful).  Until  re- 
cently, the  Monroe  Doctrine  was 
effective. 

Now,  Russia  has  established  a 
beachhead  in  Central  America. 
The  government  of  Guatemala 
bears  the  earmarks  of  a Com- 
munist satellite — its  leaders  are 
Communistic,  make  frequent 
trips  to  Moscow;  secret  police 
arrest  opposition  without  a war- 
rant; confessions  are  sought  by 
torture;  press  and  radio  are 
propaganda  organs  of  tne  state. 

Of  course,  few  of  us  are  ever 
concerned  about  these  misfor- 
tunes of  other  peoples,  until  they 
may  affect  our  qwn  comfort. 


Last  week,  the  Department  of 
State  announced  that  Guatemala 
had  received  a large  shipment  of 
arms  and  ammunition  from  Com- 
munist Poland.  Suddenly,  we  re- 
alize a foreign  country  is  extend- 
ing its  control  over  a part  of  the 
Western  Hemisphere,  acting  “un- 
friendly” to  the  United  States. 
What  about  the  Monroe  Doc- 
trine? Apparently,  it  isn’t  work- 
ing abainst  20th  century  style 
aggression. 

Direct  military  intervention  is 
out.  Inter-American  treaties  and 
Latin  American  opposition  pre- 
vent the  U.  S.  from  sending 
troops  and  warships.  The  only 
other  recourse  is  for  the  Latin 
Americans  themselves  to  take 
action.  Nicaragua  has  already 
severed  diplomatic  relations,  but 
the  other  southern  countries  are 
yet  to  be  convinced  that  Soviet 
domination  of  Guatemala  is  a 
threat  to  the  peace  and  security 
of  the  Western  Hemisphere. 

We  can  only  hope  that  it 
doesn’t  take  too  long  to  convince 
them. 


Senior  Soliloquy  . ■ ■ 

Do  You  Remember? 

by  Dorothy  Bartels  - Universe  Staff  Writer 


The  last  days  are  upon  us! 

Finals  are  approaching  all  too 
fast,  and  dorm  rooms  are  glow- 
ing, with  lights  until  the  wee 
small  hours,  as  students  do  their 
studying  for  the  quarter. 

But  in  the  midst  of  all  the  last- 
minute  cramming  and  packing, 
those  of  us  who  are  seniors  find 
ourselves  taking  time  out  to  do 
a little  daydreaming  about  the 
highlights  of  our  four  years  at 
Brigham  Young  University. 

1 Do  You.  . 

For  instance,  do  you  remem- 
ber. . . 

That  first  hectic  week  we  ar- 
rived' on  campus  in  the  fall  of 
1950?  And  Freshman  Week! 
Whew!  We  did  look  cute,  though, 
in  our  ears,  whiskers,  tails,  and 
all  the  other  paraphenalia  that 
makes  up  a well-behaved  Cougar 
cub. 

Remember  Founders’  Day  that 
year?  For  many  of  us,  it  was  the 
first  and  last  time  we  ever  had 
a chance  to  see  and  hear  Presi- 


of  the  Y.  There  is  no  need  for  dent  George  Albert  Smith.  And 


sheer  bigness  to  kill  the  “Spirit 
of  the  Y,”  but  it  could  happen. 

Students  must  continue  to  feel 
the  responsibility  to  voice  their 
opinions.  Faculty  members  and 
administrators  must  feel  part  of 
a team,  and  leadership  must 
never  become  impersonal,  feared, 
or  autocratic. 


Safety 
Valve 

by  the  Readers 

Dear  Editor: 

We  appreciate  the  comment  of 
Diana  P.  Weaver  in  Thursday’s 
Universe  regarding  the  newspap- 
ers to  which  we  subscribe  in  the 
Journalism  Reading  Room. 

Although  we  do  not  currently 
have  the  Washington  Post-Herald, 
readers  may  enjoy  the  extensive 
coverage  of  national  affairs  in 
the  New  York  Times  and  Chris- 
tian Science  Monitor  which  are 
on  our  shelves.  The  May  18th 
Times,  for  example,  carried  more 
than  10,000  words  on  the  Supreme 
Court  school  segregation  ruling, 
including  the  full  text  of  the  de- 
cision. 

While  recognizing  that  many 
do  not  agree  with  either  the  edi- 
torial views  or  news  treatment  in 
the  Chicago  Tribune,  we  subscribe 
to  this  and  some  other  papers  to 
give  opportunity  for  comparison 
of  the  reporting  of  current  events 
by  some  of  the  country’s  major 
journals.  Perhaps  we  can  include 
the  Post  another  year. 

Oliver  R.  Smith, 


the  next  day,  at  the  dedication  of 
the  Physical  Science  building, 
was  the  last  time  any  of  us  heard 
from  Dr.  Carl  F.  Eyring. 

Remember  how  we  trekked 
down  to  College  Hall  for  such 
plays  as  “The  Chocolate  Soldier,” 
“Twelfth  Night,”  and  “I  Like.  It 
Here.”  And  when  you  remember 
the  plays,  how  can  you  ever  for- 
get the  notorious  drama  criti- 
cisms in  the  Universe,  written 
by  Jon  Beck  Shank? 

Still  Remember 

Our  first  Homecoming  cele- 
bration was  wonderful.  Marilyn 
Turley  was  our  queen  that  year 
and  reigned  over  a “Diamond 
Diary”  celebration  which  cele- 
brated the  school’s  75th  birthday. 

NIT  Champs 

1950-51  was  a great  year  for 
BYU  basketball  fans,  with  such 
players  as  Mel  Hutchins,  Roland 
Minson,  Joe  Richey,  and  Harold 
Christensen  making  history  by 
winning  not  only  the  Skyline 
Conference  championship,  but 
the  NIT  championship  at  Madi- 
son Square  Garden,  too. 

And'  how  could  we  ever  forget 
THE  devotional  talk  of  our  fresh- 
man year— Elder  Spencer  W. 
Kimball’s  talk  on  modesty?  And 
do  you  Remember  the  Universe, 
which  came  out  the  same  day 
showing  pictures  of  the  Banyan 
Queen  candidates  in  off-shoulder 
formals.  There  was  some  con- 
sternation among  staff  members, 
but  non  of  us  got  kicked  off  the 
staff  or  expelled  from  school  for 
it. 

Something  new  was  added  at 
the  beginning  of  our  sophomore 
year — blue  uniforms  dotted  the 
campus  a&  the  Air  Force  ROTC 


program  got  underway.  Military 
life  added  a new  social  event  to 
the  year’s  activities,  too — the  an- 
nual Military  Ball. 

One  of  our  biggest  thrills  that 
year  was  seeing  Miss  America  in 
person.  Our  own  Colleen  Hutch- 
ins, a former  Homecoming  queen 
herself,  came  back  to  visit  the  Y 
during  the  Homecoming  festivi- 
ties and  reigned  over  them  joint- 
ly with  queen  Cheri  Marcil. 
Presidential  Inauguration 
Another  fall  quarter  highlight 
that  year  was  the  formal  inaug- 
uration of  Dr.  Ernest  L.  Wilkin- 
son as  president  of  the  universi- 
ty. The  event  took  place  in  the 
finally -completed  Fieldhouse,  the 
second  major  event  to  take  place 
there.  The  first  had  been  the 
1951  Commencement  festivities. 

When  we  came  back  to  school 
in  the  fall  of  1952,  ready  to  be- 
gin our  junior  year,  we  hardly 
knew  the  campus.  There  was 
'grass  around  the  Science  build- 
ing, and  the  boys  in  Wymount 
dorms  were  overjoyed  to  see  a 
similar  blanket  of  green  around 
their  dorms.  Also,  the  new  book- 
store was  well  underway. 

Our  junior  year  brought  stu- 
dent-produced Varsity  Shows 
back  to  the  campus,  too,  as  Vir- 
gil Camp  directed  “New  Moon.” 
Yes,  our  junior  year  saw  several 
changes  on  campus.  We  added  a 
school  of  nursing,  and  we  ac- 
quired a new  head  of  the  speech 
department,  Dr.  Harold  L Han- 
sen, who  inaugurated  a new  poli- 
cy of  staging  plays  in  the  Joseph 
Smith  auditorium. 

We  found  a source  of  confu- 
sion on  the  northeast  corner  of 
the  campus  this  fall,  in  the  new 
Family  Life  units.  When  we  first 
went  exploring  among  them,  we 
thought  some  escapee  from  the 
institution  on  the  eastern  hills 
must  have  been  responsible  for 
the  numbering  of  them.  Perhaps 
it  will  be  easier  for  next  year’s 
incoming  students,  now  that  the 
units  have  names  rather  than 
numbers. 

Not  Easily  Forgotten 
One  of  the  biggest  events  of 
the  year  occurred  just  last  week, 
when  we  finally  saw  all  the  cam- 
pus buildings  named  and  dedi- 
cated. 

Four  of  the  best  years  of  our 
lives  have  been  spent  here  on  the 
BYU  campus,  and  we  won’t  for- 
get them  in  a hurry.  And  when 
graduation  day  comes  next  week, 
when  we  receive  our  diplomas 
and  remember  the  “blood,  sweat, 
and  tears”  that  went  into  it,  as 
we  listen  to  President  Wilkin- 
son’s charge  to  us  to  go  out  and 
make  our  lives  an  example  to 
the  world,  we’ll  know  that  “Our 
hearts  are  true  to  the  BYU.” 


Brigham  Young  Universe 


June  1,  1354 


Final  Test  Schedule 


SCHEDULE  I 

Eor  cllsses  held  daily;  any  four  days 
par  week:  Monday,  Wednesday,  and  Fri- 
day;  Monday  and  Friday:  Wednesday  and 
Friday;  Monday  only;  Wednesday  only; 
or  Friday  only.  - 3 3 


SCHEDULE  II 

For  class'es  'Keld  on 'Tuesday  ai 
»y;  Tuesday  only;  or  Thursc 
Examination  is  not-  more  t 
>ur  in  length. 

Regular  Class 

llnation  Period  Recitation  Hour  Examinatic 


Thursday  £ 
Friday  9 
Wednesday  1 
Thursday 


Thursday 

Friday 

Wednesda 
Thursday  ' 
Wednesday  12 


Note  2:  Final  examinations  in  Air  Sci- 
1 and  2wiu.  ,bs  given  the  Tuesday 
7 Prejedi“nntho  above-named  dates 
t 4.30  and  6:00  p.m.  respectively. 


Annual  Banquet  Held  by  A Cappella 


Culminating  the  year’s  activi- 
ties, the  A Cappella  choir  held 
their  annual  spring,  banquet  re- 
cently. Under  the  direction  of  so- 
cial chairman,  LaRae  Dunn, 
Dean  Holmes  acted  as  general 
chairman,  and  master  of  cere- 
monies. 

During  the  evening  special 
awards  were  presented  to;  Lorna 
•Erickson,  who  received  the  New- 
ell B.  Weight  A Cappella  award; 
Marylin  O.  Neubert,  the  class  of 
1919  Gold  Medal  award  for  ex- 
cellence in  voice;  and  Marolyn 
Taylor,  the  de  Jong  award  for 
excellence  in  organ.  The  Keller- 
Fitzroy  award  for  best  all-round 
i musicianship  was  presented  to 
Martha  Tingey  and  LaRae  Dunn. 

Study  Grants  Open 
To  Spring  Grads 

Competitions  for  United  States 
Government  scholarships  for 
graduate  study  abroad  in  1955- 
56  are  now  open,  according  to  an 
announcement  from  the  Institute 
of  International  Education.  In- 
formation concerning  the  study 
awards  under  the  Fulbright  pro- 
gram and  the  BueAos  Aires  Con- 
vention. program  are  available  in 
the  offices  of  Fulbright  advisors 
on  college  and  university  cam- 
puses. 

These  programs  are  part  of 
the  educational  exchange  activ- 
ities of  the  State  Department. 
They  will  provide  approximately 
1,000  American  citizens  the 
chance  to  study  abroad  during 
the  1955-56  academic  year. 

Eligibility  requirements  -for 
:hese  foreign  study  fellowships 
ire: 

(17  United  States  citizenship. 

(2)  A college , degree  or  its 
;quivalent  at  the  'time  the  award 
s made. 

(3)  Knowledge  of  the  language 
if  the  country  sufficient  to  car- 
y on  the  study. 

(4)  Good  health. 

Fulbright  awards  are  made  in 
he.  currencies  of  participating 
ountries.  The  awards  cover 
ransportation,  tuition,  books  and 
aa'interiance  for  one  academic 
Awards  given  by  the  Bu- 
nos  Aires  Convention  Program 
lclude  transportation  provided 
y the  United  States  Govern- 
lent,  and  tuition  and  mainten- 
nqe  allowances  provided  by  the 
ost  governments. 

Competition  closes  November 
1954.  Those  interested  are  urg- 
1 to  write  the  Institute  of  Inter- 
itional  Education,  1 East  67th 
:reet,  New  York  City,  N.Y.,  for 
iplication  blanks  and  further 
formation. 


STUDENTS-FACULTY 

The  Best  in  New  and  Used 

BICYCLES 

— Balloon  and  Liteweight — 
at 


Graduate  scholarships  were  re- 
ceived by  Hal  Connell,  Merrill 
Bradshaw,  Miss  Dunn,  Miss  Tin- 
gey, and  Miss  Erickson. 

New  officers  x>f  the  choir  for 
next  year  were  announced  dur- 
ing the  banquet.  Fred  Garrett 
will  act  as  president  with  Dean 
Hailstone,  Hal  Connell,  and  La- 
Rae Dunn  as  councilmen.  New 
social  chairman  is  Donna  Glazier 
and  historian,  Sylvia  Whittle. 


Honor  Student 
Requirements 
To  Be  Changed 

Requirements  for  making  the 
honor  roll  have  been  lowered  up- 
on recommendations  made  by  the 
Deans  Council  and  with  the  ap- 
proval of  the  University  admin- 
istration. 

Under  the  new  policy  any  stu- 
dent who  obtains  a grade  point 
average  between  2.5  and  2.79,  in- 
clusive will  be  placed  on  the  roll 
of  Honor.  High  Honors  will  be 
given  to  any  student  whose  grade 
point  average  is  2.8  or  higher. 
In  both  of  these  cases  a mini- 
mum registration  load  of  15 
hours  for  the  quarter  will  be 
required. 

High  honors  will  be  awarded 
to  those  students  whose  cumula- 
tive grades  place  them  in  the  top 
three'  per  cent  of  the  graduating 
class.  Honors  will  be  given  to 
the  next  highest  seven  per  cent 
of  the  graduating  class.  Thus, 
honorable  recognition  will  be  ac- 
corded the  top  ten  per  cent  of 
the  graduating  class. 


Athletic  Director  Appointed  to  Council 


Jim  Hill,  a junior  from  Layton, 
Utah  was  recently  appointed  ex- 
officio  member  of  the  Associated 
Men  Students  council'  because  of 
his  appointment  as  student  in- 
tramural director,  announced 
Jack  Zenger,  council  president. 

During  the  meeting  the  coun- 
cil discussed  the  problem  of  par- 
ticipation on  Y Day.  They  are  in 
favor  of  a strong  incentive  sys- 
tem to  encourage  participation 
during  future  Y Days. 

AMS  leaders  expressed  a ma- 


jority opinipn  that  ja,..  vigilante 
system  was  necessary  to  prevent 
less  participation  than  was.  ren- 
dered this  year. 

As  a possible  alternative  -for 
penalties  they  suggested  shirk- 
ers be  run  through  the  spray  of 
a fire  hose. 

A motion  that  the  Inter-organ- 
izational council  take  charge  of 
arrangements  for  the  Inter-So- 
cial Unit  dance  was  passed.  Pre- 
viously, the  AMS  council  had  de- 
cided to  incorporate  the  dance  in 
the  unit’s  schedule  of  activities. 


If  you  are  married  and  between  the  ages  of  18  and  25 

(and  do  not  drink) 

AUTO  INSURANCE 
costs  $9-36  for  6 months 

(plus  6.00  membership  fee) 

Qualifies  you  for  State  Responsibility  Law 

HEAL  & AUSTIN,  INC. 

24  North  First  West  — Phone  4 


KEEP  HER  WARM.. .BUT  KEEP  HER  PROUD 


Before  the  bombs  came,  her  needles  flew  as 
quickly — as  ably — as  your  own  grandma’s. 
But  now — when  a sweater,  socks,  or  a shawl 
might  ward  off  freezing  cold— this  Korean 
grandma  has  no  needles.  Has  no  wool. 

Yet  you  can  give  them  to  her  for  just  $10. 
You  can  put  the  warm  wool — some  234 
pounds  of  it— in  her  hands.  You  can  set  the 


— even  the  laundry  soap  needed  to  wash  them. 

CARE  uses  your  dollars  carefully.  CARE, 
is  completely  non-profit.  And,  because  CARE 
buys  in  big_  lots,  every  dollar  goes  further. 
Send  what  you  can  (e.ven  $1)  to  CARE, 
New  York.  Or  stop  in  at  your  Railway 
Express  Office.  No  shipping  charges  or  duty. 


Provo's  Authorized 
SCHWINN  DEALER 

FERGUSON’S 

795  So.  State  Phone  1118 
(Priced  from  $ 1 5 to  $90) 


needles  flying  again,  set  her  smiling  proudly, 
with  CARE. 

And  $7  more  of  your  CARE  money  will  send 
someone  the  yardage  for  a suit— a dress  of 
cotton,  plus  precious  buttons,  needles,  thread 


SCt*0  YOUR  MONEY  TO  “CARE”  NEW  YORK  OR  GO  TO  YOUR  RAILWAY  EXPRESS  OF**CC 


Brigham  Young  Universe 


§ f ^fliglfiant  Y®t«$ 

Uwtem 


Time  Out . . . 


Big  Problems 
To  Face 
Each  Student 


World  Today . . . 

Changing- Times  fay  Arthur  Hardy 


CONSTITUTIONAL  CHANGES 


Yesterday  and  today  students  have  been  engaged  in  voting  upon 
proposed  amendments  to  the  ASBYU  Constitution.  These  amendments 
will  materially  aid  the  studentbody  officers  in  carrying  out  their 
duties  in  one  instance,  and  will  legalize  a practice  which  has  been 
common  in  past  years  in  the  other. 

The  first  amendment  to  appear  on  the  ballot  deals  with  the 
selection  of  the  Universe  editor.  By  the  provisions  of  the  amendment, 
the  editor  will  be  an  appointive  post.  In  the  past,  the  Constitution 
has  specified  that  if  “two  or  more  candidates  are  qualified,  the  stu- 
dents shall  elect  the  editor.”  It  is  evident  that  a board  of  students 
and  faculty,  equally  balanced,  can  pick  an  editor  with  much  greater 
accuracy  than  he  can  be  elected. 

The  other  amendment  will  provide  for  a well  regulated  election 
of  Freshman  class  officers.  This  much  needed  move  was  suggested 
by  Rex  Lee,  this  year’s  frosh  president,  and  should  correct  an 
unhealthy  situation. 

We  would  urge  the  studentbody  to  vote  “yes”  on  both  amend- 
ments. 


GREAT  MEN  INSPIRE 


(Ed.  note:  This  is  reprinted  from  the  Deseret  News) 
Students  at  Brigham  Young  University  in  the  years  to  come  will 
have  ever  before  them  the  inspiration  of  some  of  the  great  men  and 
women  whose  lives  and  works  exemplified  in  an  unusual  degree  the 
principles  and  ideals  of  the  Church  of  Jesus  Christ  of  Latter-day 
Saints  In  a full  day  of  dedicatory  and  recognition  ceremonies 
Wednesday  more  than  a score  of  campus  structures  and  13  separate 
laboratories  and  classrooms  were  officially  named  in  honor  of  individ- 
uals whose  contributions  in  education,  science,  social  service  and 
Church  leadership  have  been  outstanding. 

Following  the  general  service  at  the  memorial  fieldhouse  which 
was  named  for  the  late  President  George  Albert  Smith,  separate 
ceremonies  were  held  at  each  of  the  other  buildings  with  faculty 
members,  students  and  representatives  of  the  families  of  persons 
being  honored  taking  part  on  the  programs.  The  services,  signaling 
the  opening  of  annual  commencement  week  activities,  also  marked 
significant  progress  in  the  10-million-dollar  buildipg  program  at  the 
Provo  school,  which  is  now  the  largest  educational  institution  in  the 
state,  as  well  as  the  largest  church-supported  university  in  the  nation. 

Wednesday’s  events,  probably  without  precedent  in  academic 
history,  not  only  paid  a deserved  tribute  to  the  memories  of  those 
whose  names  were  honored,  but  imparted  a new  element  of  person- 
ality to  the  already  distinctive  character  of  the  ‘Y.’ 


LITTLE  MAN  ON  CAMPUS 


by  Bibler 


by  Dallas  Burnett 
Universe  Staff  Writer 
Two  questions  are  going  to 
come  to  the  mind  of  every  seri- 
ous student  who  receives  a de- 
gree next  Monday  night.  First, 
what  does  the  future  hold  for 
me?  And  second,  what  does  the 
future  hold  for  Brigham  Young 
University?  Two  questions  that 
only  time  will  be  able  to  answer 
with  accuracy. 

Howard  S.  MacDonald,  Chris- 
ten Jensen,  and!  Ernest  L.  Wilkin- 
son have  all  served  as  president 
of  this  University  during  the 
time  we’ve  been  here.  Although 
their  methods  and  practices  have 
been  different,  each  one  of  these 
men  has  been  motivated  by  a 
vision  of  the  future  of  BYU  and 
have  contributed  significantly  to 
its  growth. 

The  Universe,  along  with  indi- 
vidual students  and  organized 
groups,  have  been  highly  critical 
of  administration  policy  and  ac- 
tions from  time  to  time  over  the 
past  several  years.  Some  of  that 
criticism  has  been  justified,  some 
of  it  has  been  irresponsible  and 
uncalled  for;  but  thank  goodness 
that  the  right  to  criticize  has 
never  been  curtailed. 

Critical  Stage 

It  seems  to  us,  as  we  prepare 
to  leave  BYU,  that  the  University 
' has  reached  a rather  critical 
point  in  its  natural  progress  and 
growth.  Physically,  expansion  is 
moving:  forward  at  an  almost 
dazzling  rate,  so  much  so,  that 
there  seems  to  be  a danger  of 
not  maintaining  the  same  growth 
on  the  mental  and  spiritual, 
planes. 

If  Brigham  Young  University 
is  to  remain  that  some  wonder- 
ful Y that  each  one  of  us  knows 
now  and  has  known  in  years 
past,  then  there  must  be  a con- 
scious realization  of  the  dangers 
coincidental  to  physical  growth. 
BYU,  in  order  to  do  for  future 
students  what  it  has  done  for 
thousands  of  former  students, 
must  be  saturated  with  LOVE, 
•FAITH,  TRADITION,  and  LOY- 
ALTY. 

New  students,  nevv  faculty 
members,  and  new  administra- 
tors must  feel  the  spirit  that  has 
gone  into  the  75  or  more  years 
of  the  y.  There  is  no  need  for 
sheer  bigness  to  kill  the  “Spirit 
of  the  Y,”  but  it  could  happen. 

Students  must  continue  to  feel 
the  responsibility  to  voice  their 
opinions.  Faculty  members  and 
administrators  must  feel  part  of 
a team,  and  leadership  must 
never  become  impersonal,  feared, 
or  autocratic. 


The  Monroe  • Doctrine,  some- 
thing most  of  us  are  glad  to  for- 
get after  passing  our  last  test  in 
U.  S.  lystory,  is  presently  in  need 
of  repair. 

When  President  Monroe,  in 
1823,  said  that  the  United  States 
would  consider  “unfriendly”  any 
attempt  by  a European  power 
to  extend  its  control  in  the  West- 
ern Hemisphere,  the  world  lis- 
tened and  obeyed  with  few  ex- 
ceptions (unsuccessful).  Until  re- 
cently, the  Monroe  Doctrine  was 
effective. 

Now,  Russia  has  established  a 
beachhead  in  Central  America. 
The  government  of  Guatemala 
bears  the  earmarks  of  a Com- 
munist satellite — its  leaders  are 
Communistic,  make  frequent 
trips  to  Moscow;  secret  police 
arrest  opposition  without  a war- 
rant; confessions  are  sought  by 
torture;  press  and  radio  are 
propaganda  organs  of  tne  state. 

Of  course,  few  of  us  are  ever 
concerned  about  these  x misfor; 
tunes  of  other  peoples,  until  they 
may  affect  our  own  comfort. 


Last  week,  the  . Department  of 
State  announced  'that  Guatemala 
had  received  a large  shipment  of 
arms  and  ammunition  from  Com- 
munist Poland.  Suddenly,  we  re- 
alize a foreign  country  is  extend- 
ing its  control  over  a part  of  the 
Western  Hemisphere,  acting  “un- 
friendly” to  the  United  States. 
What  about  the  Monroe  Doc- 
trine? Apparently,  it  isn’t  work- 
ing abainst  20th  century  style 
aggression. 

Direct  military  intervention  is 
out.  Inter-American  treaties  and 
Latin  American  opposition  pre- 
vent the  U.  S.  from  sending 
troops  and  warships.  The  only 
other  recourse  is  for  the  Latin 
Americans  themselves  to  take 
action.  Nicaragua  has  already 
severed  diplomatic  relations,  but 
the  other  southern  countries  are 
yet  to  be  convinced  that  Soviet 
domination  of  Guatemala  is  a 
threat  to  the  peace  and  security 
of  the  Western  Hemisphere. 

We  can  only  hope  that  it 
doesn’t  take  too  long  to  convince 
them. 


Senior  Soliloquy  . . . 

Do  You  Remember? 


by  Dorothy  Bartels  - Universe  Staff  Writer 
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Dear  Editor: 

We  appreciate  the  comment  of 
Diana  P.  Weaver  in  Thursday’s 
Universe  regarding  the  newspap- 
ers to  which  we  subscribe  in  the 
Journalism  Reading  Room. 

Although  we  do  not  currently 
have  the  Washington  Post-Herald, 
readers  may  enjoy  the  extensive 
coverage  of  national  affairs  in 
the  New  York  Times  and  Chris- 
tian Science  Monitor  which  are 
on  our  shelves.  The  May  18th 
Times,  for  example,  carried  more 
than  10,000  words  on  the  Supreme 
Court  school  segregation  ruling, 
including  the  full  text  of  the  de- 
cision. 

While  recognizing  that  many 
do  not  agree  with  either  the  edi- 
torial views  or  news  treatment  in 
the  Chicago  Tribune,  we  subscribe 
to  this  and  some  other  papers  to 
give  opportunity  for  comparison 
of  the  reporting  of  current  events 
by  some  of  the  country’s  major 
journals.  Perhaps  we  can  include 
the  Post  another  year. 

Oliver  R.  Smith, 


The  last  days  are  upon  us! 
Finals  are  approaching  all  too 
fast,  and  dorm  rooms  are  glow- 
ing with  lights  until  the  wee 
small  hours,  as  students  do  their 
studying  for  the  quarter. 

But  in  the  midst  of  all  the  last- 
minute  cramming  and  packing, 
those  of  us  who  are  seniors  find 
ourselves  taking  time  out  to  do 
a little  daydreaming  about  the 
highlights  of  our  four  years  at 
Brigham  Young  University. 

‘ Do  You.  . .’ 

For  instance,  do  you  remem- 
ber. . . 

That  first  hectic  week  we  ar- 
rived on  campus  in  the  fall  of 
1950?  And  Freshman  Week! 
Whew!  We  did  look  cute,  though, 
in  our  ears,  whiskers,  tails,  and 
all  the  other  paraphenalia  that 
makes  up  a well-behaved  Cougar 
cub. 

Remember  Founders’  Day  that 
year?  For  many  of  us,  it  was  the 
first  and  last  time  we  ever  had 
a chance  to  see  and  hear  Presi- 
dent George  Albert  Smith.  And 
the  next  day,  at  the  dedication  of 
the  Physical  Science  building, 
was  the  last  time  any  of  us  heard 
from  Dr.  Carl  F.  Eyring. 

Remember  how  we  trekked 
down  to  College  Hall  for  such 
plays  as  “The  Chocolate  Soldier,” 
“Twelfth  Night,”  and  “I  Like  It 
Here.”  And  when  you  remember 
the  plays,  how  can  you  ever  for- 
get the  notorious  drama  criti- 
cisms in  the  Universe,  written 
by  Jon  Beck  Shank? 

Still  Remember 

Our  first  Homecoming  cele- 
bration was  wonderful.  Marilyn 
Turley  was  our  queen  that  year 
and  reigned  over  a “Diamond 
Diary”  celebration  which  cele- 
brated the  school’s  75th  birthday. 

NIT  Champs 

1950-51  was  a great  year  for 
BYU  basketball  fans,  with  such 
players  as  Mel  Hutchins,  Roland 
Minson,  Joe  Richey,  and  Harold 
Christensen  making  history  by 
winning  not  only  the  Skyline 
Conference  championship,  but 
the  NIT  championship  at  Madi- 
son Square  Garden,  too. 

And'  how  could  we  ever  forget 
THE  devotional  talk  of  our  fresh- 
man year— Elder  Spencer  W. 
Kimball’s  talk  on  modesty?  And 
do  you  remember  the  Universe, 
which  came  out  the  same  day 
showing  pictures  of  the  Banyan 
Queen  candidates  in  off-shoulder 
formals.  There  was  some  con- 
sternation among  staff  members, 
but  non  of  us  got  kicked  off  the 
staff  or  expelled  from  school  for 


Something  new  was  added  at 
the  beginning  of  our  sophomore 
year— blue  uniforms  dotted  the 
campus  as  the  Air  Force  ROTC 


program  got  underway.  Military 
life  added  a new  social  event  to 
the  year’s  activities,  too — the  an- 
nual Military  Ball. 

One  of  our  biggest  thrills  that 
year  was  seeing  Miss  America  in 
person.  Our  own  Colleen  Hutch-  , 
ins,  a former  Homecoming  queen 
herself,  came  back  to  visit  the  Y 
during  the  Homecoming  festivi- 
ties and  reigned  over  them  joint- 
ly with  queen  Cheri  Marcil. 

Presidential  Inauguration 
Another  fall  quarter  highlight 
that  year  was  the  formal  .inaug- 
uration of  Dr.  Ernest  L.  Wilkin- 
son as  president  of  the  universi- 
ty. The  event  took  place  in  the 
finally-completed  Fieldhouse,  the 
second  major  event  to  take  place 
there.  The  first  had  been  the 
1951  Commencement  festivities. 

When  we  came  back  to  school 
in  the 'fall  of  1952,  ready  to  be- 
gin our  junior  year,  we  hardly 
knew  the  campus.  There  was 
grass  around  the  Science  build- 
ing, and  the  boys  in  Wymount 
dorms  were  overjoyed  to  see  a 
similar  blanket  of  green  around 
their  dorms.  Also,  the  new  book- 
store was  well  underway. 

Our  junior  year  brought  stu- 
dent-produced Varsity  Shows 
back  to  the  campus,  too,  as  Vir- 
gil Camp  directed  “New  Moon.” 
Yes,  our  junior  year  saw  several 
changes  on  campus.  We  added  a 
school  of  nursing,  and  we  ac- 
quired a new  head  of  the  speech 
department,  Dr.  Harold  I.  Han- 
sen, who  inaugurated  a new  poli- 
cy of  staging  plays  in  the  Joseph 
Smith  auditorium. 

We  found  a source  of  confu- 
sion on  the  northeast  corner  of 
the  campus  this  fall,  in  the  new 
Family  Life  units.  When  we  first 
went  exploring  among  them,  we 
thought  some  escapee  from  the 
institution  on  the  eastern  hills 
must  have  been  responsible  for 
the  numbering  of  them.  Perhaps 
it  will  be  easier  for  next  year’s 
incoming  students,  now  that  the 
units  have  names  rather  than 
numbers. 

Not  Easily  Forgotten 

One  of  the  biggest  events  of 
the  year  occurred  just  last  week, 
when  we  finally  saw  all  the  cam- 
pus buildings  named  and  dedi- 
cated. 

Four  of  the  best  years  of  our 
lives  have  been  spent  here  on  the 
BYU  campus,  and  we  won’t  for- 
get them  in  a hurry.  And  when 
graduation  day  comes  next  week, 
when  we  receive  our  diplomas 
and  remember  the  “blood,  sweat, 
and  tears”  that  went  into  it,  as 
we  listen  to  President  Wilkin- 
son’s charge  to  us  to  go  out  and 
make  our  lives  an  example  to 
the  world,  we’ll  know  that  “Our 
hearts  are  true  to  the  BYU.” 


line  1,  1954 
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Diamond- 


Jubilee 


by  Mary  Alice  Sauls  — Universe  Society  Writer 

To  close  the  current  school  year,  many  romantic  announcements 
•re  being  made.  First  is  the  list  of  newlyweds.  Mary  Anne  Carter, 
954  Banyan  editor,  is  now  Mrs.  Keith  Smith.  Mary  Anne  is  affiliated 
vith  Nautilus  social  unit.  Mrs.  Boy  Christensen,  the  former  Pat  Dan- 
|l3l,  is  finishing  the  school  year  while  Roy  is  serving  with  Uncle  Sam. 
i»at  is  a Cami  Los  and  Roy  a Bricker  member.  May  25th  marked  the 
/edding  of  LeRoy  Jackson  and  Carolyn  Peterson.  LeRoy  is  a junior 
trom  Texas,  while  Carolyn  hails  from  California. 

Janet  Spillsbury,  Alpha  Lambda  Delta  president,  recently  ac- 
epted  a pin  from  Merrill  Bradshaw.  Merrill  is  a Tausig  and  Janet 
claims  membership  in  Nautilus. 

Former  Y students  Joyce  Galbraith  and  Marvin  B.  Nelson  are 
tnnouncing  their  recent  marriage  in  the  Mesa  Temple. 

Sylvia  Huber,  a transfer  student  from  Arizona  State,  is  wearing 
he  Sigma  Chi  pin  of  Merlin  Clark,  who  transferred  from  the  Uni- 
ersity  of  Wyoming.  Athenian,  Jerry  Weight,  recently  presented  his 
lin  to  Provoan,  Joyce  Cassity.  Carol  Beckstrand  is  now  wearing 
lerle  Allen's  Viking  shield.  Merle  is  serving  as  senior  class  president 
aid  Carol  is  a Cami  Los  member. 

Ruth  Wilde  also  received  a Viking  shield  a few  weeks  ago  when 
)ick  Sherainian  of  Los  Angeles  presented  her  with  his  pin.  Ruth  is 
i Cami  Los  from  Cheyenne,  Wyo. 

John  Skidmore,  ElMonte,  Calif.,  pinned  Iva  Pullen,  Detroit,  Mich, 
le  gave  her  a Brigadier  pin.  Nanette  Monson,  a sopromore  from 
California  and  a Cami  Los  member,  recently  received  a pin  from 
5 axon  member  Earl  Kern.  Now  wearing  a Delta  Phi  pin  is  Carol 
fohnson,  a junior  from  Ogden.  Bert  Syenson  is  the  donor. 

Last  Saturday  marked  the  marriage  of  Nadine  Davies,  Val  Norn, 
ind  Paul  Williams,  a student  at  the  University  of  Utah.  Viking  Lloyd 
Richmond  recently  presented  his  pin  to  Irene  Rich.  Sue  Dittmore  is 
low  wearing  a TOK  pin  from  Ted  Willich,  a student  at  Gettysburg, 
3enn.  Bricker  Gary  Lloyd  recently  presented  freshman  Sydney  West 
vith  his  pin. 

At  the  annual  Athenian  Dixie  Ball,  Joyce  Cassity  exchanged 
jerry  Weight’s  pin  for  a diamond.  Larry  Whetton,  Val  Hyric,  also 
s exchange  for  his  pin,  presented  Carole  Morgan  with  a diamond. 
Janet  Parker  recently  received  a diamond  from  Lincoln  Sorenson. 

Cupid  has  been  quite  busy  this  year,  especially  for  twins  Noall 
md  Shirlee  Cornwell  from  Connecticut.  Noall  will  be  married  the 
19th  of  August  to  Janice  Bean  of  Salt  Lake  City,  and  Shirlee  will 
narry  W.  Clayton  Reeves,  on  August  23.  Two  dramatic  majors, 
Vlartlm  Rae  Warner  and  Clyde  Ricks  are  now  engaged.  Planning  a 
marriage  for  June  14  are  David  S.  Gordon  and  Janice  Morrisey.  Also 
busy  making  wedding  plans  are  Lillias  Tanner  and  Boyd  Crane.  Lil- 
lias  is  a ToKalon  and  Boyd  recently  returned  from  a mission  to 
Japan.  They  plan  to  be  married  in  August.  Dee  Jacobs,  Blue  Key 
member,  presented  a diamond  to  Kay  Parkin.  Following  step,  Niles 
Person  and  Carol  Dawn  Kropf  and  now  engaged.  Adding  their  names 
to  the  engaged  list  are  Don  Millburn  and  Evelyn  Cook.  Bill  Hansen, 
who  hails  from  the  state  of  Washington,  gave  Mary  EUen  Hughes 

a ri  July  9 in  the  Idaho  Falls  temple,  Louis  Lauritsen  and  Violate 
Myers  will  become  Mr.  and  Mrs.  Making  their  announcement  of  en- 
gagement are  Joan  Riley  from  Bountiful,  and  Lynn  Thomsen,  who 
calls  Los  Angeles  home. 

On  May  22,  Claude  Adams  put  a diamond  on  the  hand  of  Maxine 
Henline.  Two  Utahns  who  are  now  engaged  and  contemplating  mar- 
riage are  Hollis  R.  Johnson  and  Greta  Lecd. 

The  last  announcement  of  the  1954  school  year  is  the  news  of 
the  latest  engagement.  Nancy  Tolley,  Gridley,  Calif.,  and  Jess  Elgan 
are  now  engaged  and  looking  forward  to  marriage  in  September  in 
the  Salt  Lake  Temple.  Nancy  is  a Nautilus  affiliate. 

Annette  Black,  an  Alcyone  and  Madrigal  Choir  member,  received 
a lovely  diamond  last  weekend  from  Robert  Hosking,  now  in  the 
English  mission.  Brigadier  John  Clark  also  circled  Ann  Ludlow’s 
finger  with  a sparkler  recently. 

Universe  editor  Jerry  Cahill  is  last  but  not  least  on  the  engaged 
list.  He  became  engaged  last  weekend  to  Lela  Jackson  from  Payson. 


EUROPEAN  INVESTIGATORS — Purchasing  tickets  for  the  first 
lap  of  their  summer  European  tour  are  Ruth  Wilde,  Cheyenne, 
Wyo.,  and  Cherrill  Curtis  and  Suzanne  Narkaus,  Placerville,  Calif. 

SOCIAL  BRIEFS 


by  Verla  Crockett 

Social  units  are  spending  their 
last  meetings  together  electing 
new  officers  for  the  coming  year, 
and  honoring  their  seniors. 

Other  officers  named  at  the 
last  O.  S.  TROVATA  meeting  are 
Kathryn  Redd,  transportation; 
Juana  Stevenson,  goat  mistress; 
Norine  Vandenberg,  alumni  co- 
ordinator; Mary  Alice  Sauls,  rush 
chairman;  Lou  Anderson,  social 
chairman;  Lynn  Anne  Taylo#,  re- 
porter; and  Anne  Cullimore  as 
properties  chairman.  Dancing, 
boat  riding,  and  refreshments 
were  the  highlights  of  the  recent 
OST  and  TAUSIG  exchange, 
May  27. 

The  VAL  NORNS  announced 
their  new  officers  at  the  “Ban- 
quet of  the  Yellow  Roses,”  Thurs- 
day night.  Lois  Raye  was  elected 
the  new  president  and  Gail  Gray, 
vice  president;  Kay  Creer,  secre- 
tary; Lenadra  McKell,  treasurer; 
Verla  Crockett,  reported;  and 
Margene  Page,  historian.  Hum- 
mel figurines  were  presented  to 
sponsors,  Mrs.  Lucile  Thorne, 


and  Mrs.  Mary  Hales.  The  MIA  / 
Home  was  the  setting  for  the  an- 
nual canyon  party  Friday  and 
Saturday,  climaxed  by  the  senior 
breakfast  given  by  VN  alumnae 
at  the  Wasatch  school  Sunday 
morning. 

New  officers  for  the  BLUE 
KEYS  are:  president,  Don  Park- 
er; vice  president,  Dick  Oveson; 
secretary-treasurer,  Hank  Tay- 
lor; alumni  secretary,  Kent 
Lloyd;  corresponding  secretary, 
Bob  Driggs;  and  historian,  Dee 
Jacobs.  New  members  are  Kent 
M.  Lloyd,  Dee  Jacobs,  Hank  Tay- 
lor, Scott  Hymas,  Bob  Driggs, 
Norman  Jackson,  Reed  Jenkins, 
Craig  Carpenter,  Frank  Moscanl 
Bill  Skousen,  John  Ward,  Ralph 
Boswell,  and  Orsen  Clay. 

A breakfast  party  will  be  held 
for  all  graduating  VAL  HYRICS 
as  the  final  get-together  of  the 
year. 

Ken  Perry  was  elected  “Brick- 
er of  the  Year.”  The  last  stag 
function  of  the  year  was  held  at 
Harold’s  Club  on  Saturday,  May 
29. 

Twenty  actives  from  NAUTI- 
LUS are  graduating  this  next 
week.  A great  deal  of  gratitude 


Universe  Society  Writer 

is  extended  for  the  officers  of 
this  past  year. 

Echo  Park  Dam  project  was 
the  subject  chosen  by  the  speak- 
er, George  D.  Clyde,  for  the  PI 
SIGMA  ALPHA  meeting,  last 
Monday  evening  at  El  Camino 
Cafe.  Newly  elected  officers  are: 
Gene  Higbee,  president;  George 
Musal,  vice  president;  and  Luana 
Stephenson,  secretary.  Advisor  is 
Stewart  Grow.  New  initiates  are 
Jerry  Cahill,  Ralph  Ferney,  Dan- 
ny Good,  Gene  Higbee,  Dan 
Kirkham,  Janice  Larsen,  Calvin 
Monson,  George  Musal,  Ken 
Price,  Roger  Sorensen,  Glen  Wil- 
lardson,  Marion  Wittwer,  Jim 
White,  Bill  Webb,  Bob  Beecroft, 
Harold  Brown,  and  Wilber  Jen- 
“nings. 

The  sweetheart  song  was  sung 
at  the  recent  chicken  fry  to  those 
girls  who  have  been  recently 
pinned  to  VIKINGS.  Those  sere- 
naded were  Eileen  Morse,  Elaine 
Petersen,  Evelyn  Hancock,  Vir- 
ginia Roberts,  Irene  Rich,  Carol 
Beckstrand,  Irene  Fulmer,,  and 
Juna  Abbott.  Ken  and  Carl  Ba- 


con were  edged  out  in  the  first 
place  honors  by  Bill  and  Dick 
Skousen.  The  tournament  includ- 
ed such  events  as  handball,  ping- 
pong,  basketball  and  horseshoes. 

The  “Campus  Contest”  crown 
for  spring  quarter  was  won 
Thursday  night  by  the  SAXON 
unit.  Kennett  Rogers,  Kent  Ho- 


Summer  Scenes 
Many  Settings 

rv  Oi 

Graduation  time!  Again  the 
first  of  June  rolls  around  and 
freshmen,  sophomores,  and  jun- 
iors leave  for  summer  activities 
or  work,  and  seniors  bid  their 
farewell  to  these  familiar  halls 
for  their  various  walks  of  life. 

Some  will  leave  the  Brigham 
Young  University  campus  and 
return  to  their  home  town  or 
nearby  city  for  employment  such 
as  waitress,  clerk,  soda  jerk,  sec- 
retary, bellboy,  office  worker,  or 
cowhand  jobs,  and  save  their 
pennies  for  next  year’s  educa- 
tional advancement. 

Adventure  in  Store 

But  for  others,  more  adventure 
* and  excitement  is  in  store.  A 
large  group  of  Y students  and 
alumni  will  be  seen  standing  un- 
der the  Eiffel  Tower  in  France, 
gazing  at  the  Swiss  Alps,  or  reel- 
ing with  wonderment  at  the  Tow- 
er of  Pisa  as  they  travel  on  the 
BYU-sponsored  European  tour. 
These  are  they  who  have  been 
storing  up  on  European  history, 
geography  and  literature  for  the 
last  few  months. 

Employees  at  Yellowstone, 
Zion,  Bryce,  and  Grand  Canyon 
are  predominately  made  up  of  Y 
students.  Tales  brought  back  each 
fali  relate  the  fun  had  there  dur- 
ing summer  months.  The  clever 
programs  worked  out  to  enter- 
tain the  guests  reflect  the  talent 
and  originality  similar  to  that  of 
Student  Program  Bureau  materi- 
al. 

Pageant  Workers 

Another  fortunate  group  of 
students  are  those  who  will  leave 
the  first  of  August  for  Palmyra 
to  help  the  missionaries  prepare 
and  present  the  annual  Hill  Cum- 
orah  pageant.  Around  sixty  stu- 
dents will  leave  for  tne  three- 
week  trip. 

Wherever  they  go,  those  who 
have  felt  the  spirit  of  the  Y will 
radiate  it  by  their  attitudes,  their 
actions,  and  their  work.  The  sen- 
iors will  be  the  leaders  in  their 
church  and  community  if  they 
practice  it,  and  will  be  outstand- 
ing examples  of  good  character 
if  they  live  it. 

gan,  Steve  Jensen,  and  Kent  Har- 
rison were  the  winning  team- 
mates. The  program  each  night 
has  consisted  of  a series  of  ques: 
t ions  asked  each  unit,  with  a 
jackpot  question  at  the  close. 
Dick  James  and  Elmo  Matthews, 
two  Saxons  in  the  service,  were 
on  campus  last  week. 


TUESDAY  and  WEDNESDAY 

“Gentlemen  Prefer  Blondes” 

MARILYN  MONROE  - BETTY  GRABLE 
LAUREN  BACALL 

— CINEMASCOPE  PRICES  — 

Til  7:30 — Adults  50c,  Students  40c 
After  7:30 — Adults  65c,  Students  50c 
Children  15c  anytime 


SMOKEY 


PLEDGE  YOUR  HELP— PREVENT  FOREST  FIRES 


WOULD  YOU  UKE  T< 
HELP  ME  PREVENT 


...GO  TELL  YOUR  PARENTS  J 
AND  FRIENDS  TO 
BE  VERYCAREFU1, 

WITH  FIRE  IN 
THE  WOODS.1': 


OH  MOTHER..  U I 

we  just  talked); 

WITH  SMOKER.;  « 1 
..OVER  THERE! 
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Cowboys  Down  Bears  Twice; 
Take  Skyline  Baseball  Honors 


June  1,  1954..  0 


track,  fentris  and  oil  teams  were 
competing  in  Denver  last  week- 
end, Eastern  and  Western  Divi- 
sion baseball  champions  held  a 
get-together  at  Missoula,  Mont. 

Wyoming’s  Cowboys  won  the' 
Conference  baseball  title  by  de- 
feating the  Montana  Grizzlies  5-2 
Saturday.  The  game  was  Wyom- 
ing’s second  win  in  a row  from 
the  Grizzlies.  They  took  the  first 
of  the  best-two-out-of-three  series, 
6-0,  Friday  night. 

Wyoming  pushed  three  runs 
home  in  the  third  stanza  on  three 
hits  and  a pair  of  wild  tosses. 
The  Cowboys’  leading  hitter,  Bob 
Jingling,  sent  home  two  more 
runs  in  the  fifth  inning  with  his 


■•Oth  home  n***  . 

the  Eastern  Divi- 


sion champions  was  southpaw 
Herb  Manig.  He  held  the  Griz- 
zlies to  five  hits. 

Paul  Caine  was  on  the  mound 
for  the  Grizzlies  and  pitched 
creditable  ball.  He  was  also  re- 
sponsible for  both  the  Montana 
runs.  He  scored  first  after  draw- 
ing a walk  in  the  third  inning 
and  he  drove  in  the  Qrizzlies’ 
final  tally  in  the  sixth  with  a 
triple  to  the  fence. 

Friday  night: 

Montana  ....  000  000  00  0 — 0 5 4 

Wyoming  ....  011  211  00  x — 6 7 1 

asenor  and  Drost. 

Saturday  afternoon: 

Wyoming  ....  030  020  00  0 — 5 9 3 

Montana  ....  001  001  00  0 — 2 5 2 

Marshall,  Biehl  (6)  and  Anderson;  Vill- 
Manig,  Biehl  (5)  and  Paine,  (2)  Villase- 


Utah  Redskjns  Pull  ‘Dark  Horse’  Act; 
Win  Skyline  Conference  Track  Crown 

DENVER.  ( API TT+dV-i’c  non  t „ . _ 


DENVER  (AP) — Utah’s  well- 
balanced  team  captured  the  Sky- 
line field  and  track  champion- 
ships Saturday  as  Colorado  A&M, 
two-time  champions,  faltered^  to 
a third-place  tie. 

Utah  notched  52  % point  with 
Brigham  Young  runner  up  with 

A P.lVf  \Ttr, : . . i , 


41.  A&M,  Wyoming  and  Mon- 
& 


tana  were  next  in  a tie  with  32 
points  each.  Other  team  scores 
were  Utah  State.  16,  New  Mexico 
13%  and  Denver  6. 

Cougar  Scorers 
Pointmakers  for  Brigham 
Young  were  Walt  Steffenson, 
first  in  the  mile;  Will  Hirschi 
second  in  both  the  120  highs  and 


Val  Hyrics  Edge  Competitors 
To  Win  Supremacy  Trophy 


Val  Hyric  athletes  are  the 
proud  possessors  of  the  men’s 
intramural  supremacy  trophy  for 
1953-54.  The  Physical  Education 
Majors  are  the  softball  cham- 
pions. 

Val  Hyric  broad  jumpers 
clinched,  the  supremacy  trophy 
competition  by  winning  second 
and  fourth  places  in  the  broad 
jump  event.  The  broad  jump  win 
gave  the  Val  Hyrics  a 48-8  to 
46.6  win  in  the  annual  intramu- 
ral track  and  field  meet.  All  the 
events  of  the  meet  were  run  off 
a week  ago  except  the  broad 
jump  which  was  postponed  be- 
cause of  wet  field  conditions. 
Before  the  final  events,  the  Val 
Hyrics  had  an  eight  point  lead. 

Wayne  Shute  broke  the  broad 
jump  record  as  he  sailed  20’ 
10%”.  The  old  record  was  20’9” 
set  by  Jim  Thorn  in  1951.  Jack 
Stone,  Val  Hyric,  jumped  second, 
Dick  Radichel,  9th  Quorum  El- 
ders, third.  George  Larsen,  Val 
Hyric,  placed  fourth  with  Viking 
Ed  White,  fifth. 

SOFTBALL:  The  Physical  Ed- 
ucation Majors  softball  squad 
won  a championship  game  from 
the  Wymount  Bees,  20-10  to  be- 
come intramural  softball  cham- 
pions. 

The  championship  team  in- 
cludes: Ken  Christensen  and 

Marv  Roberson,  catchers;  Jay 
Naylor,  pitcher;  Boyd  Lake,  first 
base;  Claire  Fisher,  second  base; 
Roy  Banks,  third  base,.  Wayne 
Shute,  shortstop;  DeRay  Eyre, 
left  field;  Neil  > Christiansen,  cen- 
terfield;  Jim  Hill,  right  field;  . 


Thayne  Applegate,  utility  out- 
fielder; Jerry  White,  utility  in- 
fielder. 

Val  Hyric  athlete  Gene  Lamb 
was  awarded  the  all-round  ath- 
lete trophy  for  the  men’s  Intra- 
mural program. 


Cowboys  Win 
Skyline  Loop 
Tennis  Crown 


University  of  Utah  tennis  play- 
ers last  their  Skyline  Conference 
net  crown  Saturday  as  the  Wy- 
oming Cowboys  swept  both 
singles  and  doubles  competition. 

Leading  Wyoming’s  winning 
team  was  Jim  Herd,  conference 
singles  champion  in  1952.  Herd 
regained  his  title  as  he  defeated 
Utah’s  Don  Tisdel,  64,  6-2. 

The  Cowboy  ace  was  also  a 
major  contributor  in  Wyoming’s 
doubles  victory.  Herd  teamed 
with  Carlton  Doe  to  win  the  two- 
man  crown. 

In  semi-final-  singles  competi- 
tion, *Herd  downed  Brigham 
Young’s  number  one  man,  Bob 
Kirkpatrick,  6-2,  6-1;  while  Tisdel 
defeated  Alvin  Willis,  Denver, 
6-0,  6-3. 

Herd  and  Doe  dropped  BYU’s 
Kirkpatrick  and  Ed  Pinegar  out 
of  the  tourney  doubles  event 
-with  semi-final  wins,  6-3,  6-4. 

Wyoming  finished  with  a total 
of  9 points  to  Utah’s  7.  Brigham 
Young  was  third  with  5;  fol- 
lowed by  New  Mexico,  3;  Denver, 
Colorado  A&M,  and  Utah  State 
with  2 each,  and  Montana  0. 
Summary: 

Singles  (semi-finals) — Jim  Herd.  Wyo- 
ming, def.  Bob  Kirkpatrick,  BYU,  6-2,  6-1; 
Don  Tisdel,  Utah,  def.  Alvin  Willis,  Denver’ 
6-0,  6-3. 


GENE  LAMB 

. Intramural  all-round  athlete 


Finals — Herd  def.  Tisdel,  6-4,  6-2. 
Doubles  (semi-finals) — Herd  and  Doe, 
Wyoming,  def.  Kirkpatrick  and  Pinegar, 
BYU,  6-3,  6-4.  Tisdel  and  Gil  Warner, 
Utah,  def.  Ivan  Christensen  and  Don 
Woodward,  Utah  State,  6-3,  6-3 
Finals — Herd-  and  Doe  def.  Tisdel  and 
Warner,  6-3^  6-4. 


220  lows;  Boyd  Jarman  second 
in  both  the  javelin  and  discus 
Ray  Brown,  third  in  the  440 
McKay  Rollins,  third  in  the  880, 
Lewis  Chatterly  tied  for  second 
in  the  pole  vault;  Marv  Rober- 
son, fourth  in  the  shot;  Harry 
Anderson,  fourth  in  the  220;  Gor- 
don Smith,  fourth  in  the  discus; 
Dave  Cobia,  fifth  in  the  880; 
and  Doug  Spainhower,  who  tied 
for  fifth  in  the  high  jump  with 
his  brother  Don  of  Utah  State. 

The  Cougar  relay  team  took 
second,  behind  a speedy  Colorado 
A&M  crew. 

A&M’s  Alex  Burl  wpn'the  100 
and  220-yard  dashes  for  the  third 
straight  year.  Paul  Carlin  of 
Wyoming  won  the  880  for  the 
third  time  and  also  captured  the 
440.  Other  defending  champions 
who  repeated  were  Bob-  Yates  of 
Utah  in  the  low  hurdles,  Louis 
Madrid'  of  Wyoming  in  the  mile 
and  Gordon  Riddell  of  A&M  who 
set  a new  record  in  the  pole 
vault,  the  only  record  in  the 
meet. 

New  Vault  Mark 

Riddell  was  credited  with  a 
new  record  at  14  feet  % inch. 
The  old  mark  of  14  feet  1/16  inch 
was  set  in  1940  by  Cal  Clark  of 
BYU.  Riddell  failed  in  his  first 
try  at  the  record  height  but 
made  it  on  his  second  leap.  He 
skimmed  the  bar'  but  after  shak- 
ing for  a few  seconds  the  cross 
piece  remained  in  place.  Riddell 
tried  two  other  leaps  at  14-4  but 
didn’t  come  close  to  clearing  that 
height. 

Utah  wpn  only  three  first 
places — high  and  low  hurdles  and 
javelin.  But  the  Redskins  count- 
ed heavily  with  six  third  places. 
These  were  in  the  shot  put,  high 
hurdles,  javelin,  high  jump,  dis- 
cus and  two-mile.  Coach  Pete 
Couch’s  competitors  timber  sec- 
ond, third  and  fourth  in  the  two- 
mile  to  pick  up  nine  points.  The 
Utes  were  second  in  the  mile  and 
high  jump.  They  failed  to  place 
in  the  100,  220  and  440  yard 
dashes  and  the  broad  jump. 

Cougars  Favored 
Brigham  Young  was  strongly 
favored  to  dethrone  A&M  after 
the  Cougarse  led  the  qualifying 
preliminaries  Friday.  BYU  quali- 
fied 15  and  Utah  had  placed  13 
in  the  qualifying  events. 

Wyoming’s  distance  runners, 
however,  knocked  BYU  out  of 
the  championship  as  Carlin  raced 
away  with  the  880  crown  and 


Madrid  won  the  mile.  BYU  run- 
ners faded  in  both  events  after 
taking  strong  early  leads.  Carlin 
was  last  throughout  the  first 
600  yards  of  the  800  but  finished 
in  front  with  a tremendous  kick. 


Summary: 

Shotput — 1.  Jim* Schell  (Wyo),  49  feet 
Ms  inch.  2.  Bob  Beach,  Montana,  47-10 14; 
3.  William  Smith,  Utah',  47-8;  4.  Marvin 
Roberson,  BYU,  47-5%;  Don  Anderson, 
New  Mexico,  47-3%. 

Mile  run — 1.-  Louis  Madrid,  Wyoming; 
2.  Mike  Morris,  Utah;  3.  James  Brooks, 
New  Mexico;  4.  Don  Sackschewky,  A&M; 
5.  Jim  Elder,  Wyoming,  4:27.1 

440-yard  dash— l.  Paul  Carlin;  Wyo- 
niing;  2.  A1  Dorsey,  A&M;  3.  Ray  Brown, 
BYU;  4.  John  Hartman,  A&M;  5.  Ritch 
Johnson,  Montana.  49.1. 

100-yard  dash — 1.  Alex  Burl,  A&M; 

2.  Don  Brant,  Montana;  3.  Ezra  Smith, 
Utah  States  4.  Bobby  Lee,  New  Mexico; 
5.  Warren  Dunn,  A&M.  9.9. 

120-yard  high  hurdles — 1.  Fred  Prat- 
ley,  Utah;  2.  Willard  Hirschi,  BYU-  3. 
Lowell  Wilson,  Utahh;  4.  Bob  Hudson, 
Montana;  5.  Alan  Eades,  A&M.  15.3 

880-yard  run — 1.  Paul  Carlin,  Wyo- 
ming; 2.  Deug  Anderson,  Utah  State; 

3.  McKay  Rollins,  BYU;  4.  A1  Peyton  ’ 
Wyoming;  5.  Dave  Cobia,  BYU.  1.55.8. 

Javelin — 1.  Gary  Loosli,  Utah,  202  feet; 
2.  Boyd  Jarman,  BYU,  197.5;  3.  Bob  Ful- 
ton, Utah,  196.6;  4.  Dave  Linder  -New 
Mexico,  194.8;  5.  Ed  Stocking,  Montana,' 
185.8.  ’ 

220-yard  dash — 1.  Alex  Burl,  A&M;  2. 
Don  Brant,  Montana;  3.  John  Rushing, 
Wyoming;  4.  Harry  Anderson,  BYU;  5. 
Ezra  Smith,  Utah  State.  21.8. 

Two-mile  run — 1.  Walt  Steffensen, 
BYU;  2.  Mike  Moris,  Utah;  3.  Ronald  Mol- 
en,  Utah;  4.  Roy  Behunin,  Utah;  5.  Weldon 
Slaugh,  Utah  State.  9:58.4. 

High  jump — 1.  Ray  Dunn,  Montana,  6 
feet  6%  inches;  2.  tie,  Cal  Clark,  Utah, 
and  Fred  Pratley,  Utah,  6-4;  4.  Ralph 
Long,  A&M,  6-2;  (tie),  Don  Spainhower, 
Utah  State,  and  Doug  Spainhower,  BYU, 
6-0. 

220-yard  low  hurdles — 1.  Bob  Yates, 
Utah;  2.  Willard  Hirschi,  BYU;  3.  Bobby 
Lee,  New  Mexico;  4.  Conrad  Orr,  Montana; 

5.  Lowell  Wilson,  Utah.  23.7. 

Discus — 1.  John  McCarthy.  Denver,  156 
ft.;  2.  Boyd  Jarman,  BYU,  139.7;  3.  Dean 
| Howes,  Utah,  138.8;  4.  Gordon  Smith, 
BYU,  137.2;  5.  Bob  Beach,  Montana, 
134.4. 

Broad  jump — 1.  Bob  Hudson,  Montana, 

23  ft.  6%  inches;  2.  John  Ford,  Utah 
State,  23-0;  3-4  tie,  John  Rushing,  Wyo- 
ming, and  Frank  Merchant,  Utah  State, 
22-4;  5.  Fred  Tesone,  Denver,  22%. 

Mile  relay— 1.  A&M  (Dick  Ehrlich"  John 
Hartman,  A1  Dorsey,  Alex  Burl);  2 Brig- 
ham Young;  3.  Montana;  4.  Utah-  5 
Wyoming.  3:20.6. 

Pole  vault— 1.  Gordon  Riddell,  A&M, 

14  feet  % inch;  2-3-4-S.  (tie)  Ross  Black, 
New  Mexico;  Oscar  Jackson,  Utah-  Lewis 
Chatterly,  BYU;  Anson  Bell,  Wyoming, 
13-0.  (New  conference  record,  old  record 
14  1/16  by  Carl  Clark  of  BYU  in 
1944.) 

Fmai  score:  Utah  52%;  Brigham  Young 
41.  Wyoming  32,  Montana  32,  Colorado 
A&M  32,  Utah  State  16,  New  Mexico  13% 
Denver  6.  ' 


Colorado  Aggies 
Take  Golf  Tourney 


One  careless  match. . .Yours  ? 


Classified 


FOR  SALE 


BED  complete  with  innerspring  mattress. 
Excellent  condition,  reasonably  priced. 
Phone  1653-W. 


NEED  6 girls  to  rent  private  furnished 
home  near  campus  for  summer  begin- 
ning June  15  or  earlier.  Call  1932  as 
soon  as  possible. 


DENVER  (AP)— Utah’s  golf 
team,  led  by  Doug  Lund’s  sub- 
par  shooting,  won  the  Skyline 
Conference  championship  Friday 
by  upsetting  Denver’s  two-time 
champions. 

Lund  fired  a 67-70-137  for  36 
holes  over  the  par  72  Lakewood 
course.  His  nearest  competitors 
were  teammate  Jim  Dunn  74-70- 
144,  and  Jim  Phelps  of  Colorado 
A&M,  75-69-144. 

Utah’s  team  scored  589  strokes. 
Other  team  scores  were  New 
Mexico  636, 'Colorado  A&M  656, 
Wyoming  662,  Brigham  Young 
693. 


TWO  Smith  Corona  Typewriters  with  11 
m.  and  13  in.  carriages.  Regular  $92.50. 
Special  $77.50.  Sporting  Goods  Dept. 
Sears,  phone  4070. 

SCREEN,  projector  and  Cinemaster  movie 
Original  cost  $300.  Will  sell 
for  $75.  See  at  337  N.  7 E.  Phone  2756J 


MISCELLANEOUS 


W?Ln0t,f,Iy  h?me-  Airline  Service  from 
Provo  Airport,  anyplace,  12c  mile  3 
people  may  go.  Phoenix  3 hrs.  L.A  4 
hrs.  Boise,  2 hrs.  Phone  555 


NEW  rental  property,  approved  for  24 
students.  Is  now  earning  10  per  cent 
on  investment.  Price  $40,000.  Write 
box  242  Provo. 


FOUND 


RHINESTONE  bracelet  at  Junior  Prom. 
Owner  caU  at  Security  office  to  ident- 
ify. 

FREE  Advertising.  The  Universe  gives 
free  space  in  the  classified  section  for 
finders  of  lost  articles  to  notify  owners. 


W+~pay  l10  to7  any  name  you  suggest 
to  us  who  orders  or  purchases  an  auto- 
mobile, we  personally  guarantee  a bet- 
ter  car  at  a saving  of  $100  to  $200  to 
students  or  their  friends.  See  us  now 
for  delivery  at  any  time  now  or  dilr- 
266 5^j0  summer‘  stu<3ent  Sales  Service, 


SUMMER  job  opportunity.  Energetic  young 
minor  women  needed.  Live  at  home 
be  your  own  boss.  Earnings  unlimited! 
Car  essential.  Not  canvassing.  See  M. 
R.  Rogers  2o0  N.  University.  Ph.  5156. 


SMALL  leather  purse  between  upper  and 
lower  campuses.  Owner  may  identify 
same  by  calling  1837-J. 


LOCAL  and  long  distance  moving,  crat- 
77  shippi7g-  Summer  Storage,  Call 
4444,  Provo  Transfer  Co 


Grants  Given 

(Continued  from  page  2) 
logy  has  been  granted  a research 
fellowship  at  Washington  State 
College. 

Six  students  graduating  in 
Zoology  will  remain  at  BYU  on 
graduate  fellowships  and  assist- 
antships  in  Zoology  and  Entom- 
ology. They  have  not  yet  been 
approved  by  the  president.  Dr. 
Tanner  said  that  the  24  students 
will  receive  bachelor  of  arts  de- 
grees in  Zoology. 


BOARD  OR  ROOM 


BATCHING  quarters  for  boys.  Lovely  kit- 
chen with  gas  stove,  refrigerator,  nice 
shower  room,  two  bedrooms,  access  to 
living  room,  telephone.  $16  monthly, 
330  N.  3 E. 


WOULD  the  person  who  toqk  the  $7o!'00 
Argus  C-3  camera  from  the  J.  S'  Build- 
ing please  call  4362.  Ask -for  Dave.  Re- 
ward offered. 


TWO  three  bedroom  furnished  apart- 
ments, just  off  campus.  Call  2815-NW 


R&nentfot,- Only  you  can 

PREVENT  FOREST  FIRES! 


kARGE  house  suitable  for  boarding  house. 

APARTMENT  ./or  rent — furnished,  310  N. 
6 E.  basement,  includes  heat  and  light 
for  two  or  three  girls. 

FOR  RENT,  two  2 three  bedroom  apart- 
ments. Just  off  campus.  Call  2815-NW. 


VlLL  the  persons  responsible  for  the  re- 
Zan  Knudsen  Memor-: 
lal  Building  from  the  north  side  of  the 
SJ§2“°“  Renter,  Please  contact 
an?  d!' u ’ ®ox  296.  We  need  pur  Sears 
and  Roebuck  catalog. 


Banyan  Pictures 
For  Sale 
in  Banyan  Office 


BACHELORS  caps  and  gowns*  will  be  given 
^rL,oSday,  through  Friday  to  all 
orde  atGS  Wh°  haYfi  not  placed  311 


10c  - 25c  - 50c 


ROOM  for  2 male  students  for  summer 
quarter.  330  N.  3 E.  Phone  3694-W. 


TWO  persons  desire  ride  to  Tucson,  Ariz. 
Zrl1CUnty  3-  4-  or  5-  Will  share 
38o|nSeS  03 1 RUIene  D0111313-  Phone 


★ ★ 

Sold  on  First  Come  Bas 


me  1,  1954 
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Diamond 


- Jubilee 


by  Mary  Alice  Sauls  — Universe  Society  Writer 

To  close  the  current  school  year,  many  romantic  announcements 
re  being  made.  First  is  the  list  of  newlyweds.  Mary  Anne  Carter, 
154  Banyan  editor,  is  now  Mrs.  Keith  Smith.  Mary  Anne  is  affiliated 
fith  Nautilus  social  unit.  Mrs.  Roy  Christensen,  the  former  Pat  Dan- 
si,  is  finishing  the  school  year  while  Roy  is  serving  with  Uncle  Sam. 
at  is  a Cami  Los  and  Roy  a Bricker  member.  May  25th  marked  the 
'edding  of  LeRoy  Jackson  and  Carolyn  Peterson.  LeRoy  is  a junior 
:om  Texas,  while  Carolyn  hails  from  California. 

Janet  Spillsbury,  Alpha  Lambda  Delta  president,  recently  ac- 
epted  a pin  from  Merrill  Bradshaw.  Merrill  is  a Tausig  and  Janet 
laims  membership  in  Nautilus. 

Former  Y students  Joyce  Galbraith  and  Marvin  R.  Nelson  are 
nnouncing  their  recent  marriage  in  the  Mesa  Temple. 

Sylvia  Huber,  a transfer  student  from  Arizona  State,  is  wearing 
he  Sigma  Chi  pin  of  Merlin  Clark,  who  transferred  from  the  Uni-  . 
ersity  of  Wyoming.  Athenian,  Jerry  Weight,  recently  presented  his 
iin  to  Provoan,  Joyce  Cassity.  Carol  Beckstrand  is  now  wearing 
lerle  Allen’s  Viking  shield.  Merle  is  serving  as  senior  class  president 
nd  Carol  is  a Cami  Los  member. 

Ruth  Wilde  also  received  a Viking  shield  a few  weeks  ago  when 
)ick  Sheralnlan  of  Los  Angeles  presented  her  with  his  pin.  Ruth  is 
i Cami  Los  from  Cheyenne,  Wyo. 

John  Skidmore,  ElMonte,  Calif.,  pinned  Iva  Pullen,  Detroit,  Mich, 
le  gave  her  a Brigadier  pin.  Nanette  Monson,  a sopromore  from 
California  and  a Cami  Los  member,  recently  received  a pin  from 
Saxon  member  Earl  Kern.  Now  wearing  a Delta  Phi'  pin  is  Carol 
fohnson,  a junior  from  Ogden.  Bert  Syenson  is  the  donor. 

Last  Saturday  marked  the  marriage  of  Nadine  Davies,  Val  Norn, 
ind  Paul  Williams,  a student  at  the  University  of  Utah.  Viking  Lloyd 
Richmond  recently  presented  his  pin  to  Irene  Rich.  Sue  Dittmore  is 
low  wearing  a TOK  pin  from  Ted  WilUoh,  a student  at  Gettysburg, 
Penn.  Bricker  Gary  Lloyd  recently  presented  freshman  Sydney  West 
vith  his  pin. 

At  the  annual  Athenian  Dixie  Ball,  Joyce  Cassity  exchanged 
lerry  Weight’s  pin  for  a diamond.  Larry  Whetton,  Val  Hyric,  also 
s exchange  for  his  pin,  presented  Carole  Morgan  with  a diamond. 
Ianet  Parker  recently  received  a diamond  from  Lincoln  Sorenson. 

Cupid  has  been  quite  busy  this  year,  especially  for  twins  Noall 
ind  Shirlee  Cornwell  from  Connecticut.  Noall  will  be  married  the 
19th  of  August  to  Janice  Bean  of  Salt  Lake  City,  and  Shirlee  will 
marry  W.  Clayton  Reeves,  on  August  23.  Two  dramatic  majors, 
Martha  Rae  Warner  and  Clyde  Ricks  are  now  engaged.  Planning  a 
marriage  for  June  14  are  David  S.  Gordon  and  Janice  Momsey.  Also 
busy  making  wedding  plans  are  Llllias  Tanner  and  Boyd  Crane.  Lil- 
lias  is  a ToKalon  and  Boyd  recently  returned  from  a mission  to 
Japan  They  plan  to  be  married  in  August.  Dee  Jacobs,  Blue  Key 
member,  presented  a diamond  to  Kay  Parkin.  Following  step,  Niles 
Person  and  Carol  Dawn  Kropf  and  now  engaged.  Adding  their  names 
to  the  engaged  list  are  Don  MUlbum  and  Evelyn  Cook.  BUI  Hansen, 
who  hails  from  the  state  of  Washington,  gave  Mary  Ellen  Hughes 

8 F July  9 in  the  Idaho  FaUs  temple,  Louis  Lauritsen  and  Violate 
Myers  will  become  Mr.  and  Mrs.  Making  their  announcement  of  en- 
gagement are  Joan  RUey  from  Bountiful,  and  Lynn  Thomsen,  who 
calls  Los  Angeles  home. 

On  May  22,  Claude  Adams  put  a diamond  on  the  hand  of  Maxine 
Henline.  Two  Utahns  who  are  now  engaged  and  contemplating  mar- 
riage are  Hollis  R.  Johnson  and  Greta  Leed. 

The  last  announcement  of  the  1954  school  year  is  the  news  of 
the  latest  engagement.  Nancy  ToUey,  Gridley,  Calif.,  and  Jess  Elgan 
are  now  engaged  and  looking  forward  to  marriage  in  September  in 
the  Salt  Lake  Temple.  Nancy  is  a Nautilus  affiliate. 

Annette  Black,  an  Alcyone  and  Madrigal  Choir  member,  received 
a lovely  diamond  last  weekend  from  Robert  Hosking,  now  in  the 
English  mission.  Brigadier  John  Clark  also  circled  Ann  Ludlow  s 
linger  with  a sparkler  recently. 

Universe  editor  Jerry  CahUl  is  last  but  not  least  on  the  engaged 
list.  He  became  engaged  last  weekend  to  Lela  Jackson  from  Payson. 


Summer  Scenes 

Many  Settings 
For  T oructetns — 

Graduation  time!  Again  the 
first  of  June  rolls  around  and 
freshmen,  sophomores,  and  jun- 
iors leave  for  summer  activities 
or  work,  and  seniors  bid  their 
farewell  to  these  •familiar  haUs 
for  their  various  walks  of  life. 

Some  will  leave  the  Brigham 
Young  University  campus  and 
return  to  ■‘their  home  town  or 
nearby  city  for  employment  such 
as  waitress,  clerk,  soda  jerk,  sec- 
retary, bellboy,  office  worker,  or 
cowhand  jobs,  and  save  their 
pennies  for  next  year’s  educa- 
tional advancement. 

Adventure  In  Store 
But  for  others,  more  adventure 
and  excitement  is  in  store.  A 
large  group  of  Y students  and 
alumni  will  be  seen  standing  un- 
i,  der  the  Eiffel  Tower  in  France, 

EUROP^^NV^TIGATORS  Purchasing  tickets  for  the  first  gazing  at  the  Swiss  Alps,  or  reel- 
lap  of  their  summer  European  tour  are  Ruth  Wilde,  Cheyenne,  W 

Wyo.,  and  Cher riU  Curds  and  Suzanne  Narkaus,  Placerville,  Cahf.  S0“d  European  tom. 

These  are  they  who  have  been 
storing  up  on  European  history, 
geography  and  literature  for  the 
last  few  months. 

Employees  at  Yellowstone, 
Zion,  Bryce,  and  Grand  Canyon 
are  predominately  made  up  of  Y 
students.  Tales  brought  back  each 
fall  relate  the  fun  had  there  dur- 
ing summer  months.  The  clever 
programs  worked  out  to  enter- 
tain the  guests  reflect  the  talent 
and  originality  similar  to  that  of 
Student  Program  Bureau  materi- 


It  r 


SOCIAL  BRIEFS 


by  Verla  Crockett 
Social  units  are  spending  their 
last  meetings  together  electing 
new  officers  for  the  coming  year, 
and  honoring  their  seniors. 

Other  officers  named  at  the 
last  O.  S.  TROVATA  meeting  are 
Kathryn  Redd,  transportation; 
Juana  Stevenson,  goat  mistress; 
Norine  Vandenberg,  alumni  co- 
ordinator; Mary  Alice  Sauls,  rush 
chairman;  Lou  Anderson,  social 
chairman;  Lynn  Anne  Taylor,  re- 
porter; and  Anne  Cullimore  as 
properties  chairman.  Dancing, 
boat  riding,  and  refreshments 
were  the  highlights  of  the  recent 
OST  and  TAUSIG  exchange, 
May  27. 

The  VAL  NORNS  announced 
their  new  officers  at  the  “Ban- 
quet of  the  Yellow  Roses,”  Thurs- 
day night.  Lois  Raye’was  elected 
the  new  president  and  Gail  Gray, 
vice  president;  Kay  Creer,  secre- 
tary; Lenadra  McKell,  treasurer; 
Verla  Crockett,  reported;  and 
Margene  Page,  historian.  Hum- 
mel figurines  were  presented  to 
sponsors,  Mrs.  Lucile  Thorne, 
and  Mrs.  Mary  Hales.  The  MIA 
Home  was  the  setting  for  the  an- 
nual canyon  party  Friday  and 
Saturday,  climaxed  by  the  senior 
breakfast  given  by  VN  alumnae 
at  the  Wasatch  school  Sunday 
morning. 

New  officers  for  the  BLUE 
KEYS  are:  president,  Don  Park- 
er; vice  president,  Dick  Oveson; 
secretary-treasurer,  Hank  Tay- 
lor; alumni  secretary,  Kent 
Lloyd;  corresponding  secretary, 
Bob  Driggs;  and  historian,  Dee 
Jacobs.  New  members  are  Kent 
M.  Lloyd,  Dee  Jacobs,  Hank  Tay- 
lor, Scott  Hymas,  Bob  Driggs, 
Norman  Jackson,  Reed  ‘Jenkins, 
Craig  Carpenter,  Frank  Moscan, 
Bill  Skousen,  John  Ward,  Ralph 
Boswell,  and  Orsen  Clay. 

A breakfast  party  will  be  held 
for  all  graduating  VAL  HYRICS 
as  the  final  get-together  of  the 
year. 

Ken  Perry  was  elected  “Brick- 
er of  the  Year.”  The  last  stag 
function  of  the  year  was  held  at 
Harold’s  Club  on  Saturday,  May 
29. 

Twenty  actives  from  NAUTI- 
LUS are  graduating  this  next 
week.  A great  deal  of  gratitude 


Universe  Society  Writer 

is  extended  for  the  officers  of 
this  past  year. 

Echo  Park  Dam  project  was 
the  subject  chosen  by  the  speak- 
er, George  D.  Clyde,  for  the  PI 
SIGMA  ALPHA  meeting,  last 
Monday  evening  at  El  Camino 
Cafe.  Newly  elected  officers  are: 
Gene  Higbee,  president;  George 
Musal,  vice  president;  and  Luana 
Stephenson,  secretary.  Advisor  is 
Stewart  Grow.  New  initiates  are 
Jerry  Cahill,  Ralph  Ferney,  Dan- 
ny Good,  Gene  Higbee,  Dan 
Kirkham,  Janice  Larsen,  Calvin 
Monson,  George  Musal,  Ken 
Price,  Roger  Sorensen,  Glen  Wil- 
lardson,  Marion  Wittwer,  Jim 
White,  Bill  Webb,  Bob  Beecroft, 
Harold  Brown,  and  Wilber  Jen- 
nings. 

The  sweetheart  song  was  sung 
at  the  recent  chicken  fry  to  those 
girls  who  have  been  recently 
pinned  to  VIKINGS.  Those  sere- 
naded were  Eileen  Morse,  Elaine 
Petersen,  Evelyn  Hancock,  Vir- 
ginia Roberts,  Irene  Rich,  Carol 
Beckstrand,  Irene  Fulmer,,  and 
Juna  Abbott.  Ken  and  Carl  Ba- 
con were  edged  out  in  the  first 
place  honors  by  Bill  and  Dick 
Skousen.  The  tournament  includ- 
ed Such  events  as  handball,  ping- 
pong,  basketball  and  horseshoes. 

The  “Campus  Contest”  crown 
for  spring  quarter  was  won 
Thursday  night  by  the  SAXON 
unit.  Kennett  Rogers,  Kent  Ho- 


al. 

Pageant  Workers 

Another  fortunate  group  of 
students  are  those  who  will  leave 
the  first  of  August  for  Palmyra 
to  help  the  missionaries  prepare 
and  present  the  annual  Hill  Cum- 
orah  pageant.  Around  sixty  stu- 
dents will  leave  for  tne  three- 
week  trip. 

Wherever  they  go,  those  who 
have  felt  the  spirit  of  the  Y will 
radiate  it  by  their  attitudes,  their 
actions,  and  their  work.  The  sen- 
iors will  be  the  leaders  in  their 
church  and  community  if  they 
practice  it,  and  will  be  outstand- 
ing examples  of  good  character 
if  they  live  it. 

gan,  Steve  Jensen,  and  Kent  Har- 
rison . were  the  winning  team- 
mates. The  program  each  night 
has  consisted  of  a series  of  ques- 
tions asked  each  unit,  with  a 
jackpot  question  at  the  close. 
Dick  James  and  Elmo  Matthews, 
two  Saxons  in  the  service,  were 
on  campus  last  week. 


TUESDAY  and  WEDNESDAY 

‘Gentlemen  Prefer  Blondes” 

MARILYN  MONROE  - BETTY  GRABLE 
LAUREN  BACALL 

— CINEMASCOPE  PRICES  — 

Til  7:30 — Adults  50c,  Students  40c 
After  7:30— Adults  65c,  Students  50c 

Children  15c  anytime  / 


SMOKEY 


PLEDGE  YOUR  HELP— PREVENT  FOREST  FIRES 


Brigham  Young  Universe 


Cowboys  Down  Bears  Twice;  Utah  Redskins  Putt  "Dark  Horse’  Act; 

[yline  < 


Take  sky|ine  Basebai!  y^jn  $[[y|jne  Conference  Track  Crown 


competing  in  Denver  last  week- 
end, Eastern  and  Western  Divi- 
sion baseball  champions  held  a 
get-together  at  Missoula,  Mont. 

Wyoming’s  Cowboys  won  the 
Conference  basgball  title  by  de- 
feating the  Montana  Grizzlies  5-2 
Saturday.  The  game  was  Wyom- 
ing’s second  win  in  a row  from 
the  Grizzlies.  They  took  the  first 
of  the  best-two-out-of-three  series, 
6-0,  Friday  night. 


Wyoming  pushed  three  runs 
home  in  the  third  stanza  on  three 
hits  and  a pair  of  wild  tosses. 
The  Cowboys’  leading  hitter,  Bob 
Jingling,  sent  home  two  more 
runs  in  the  fifth  inning  with  his 


sion  champions  was  southpaw 
Herb  Manig.  He  held  the  Griz- 
zlies to  five  hits. 

Paul  Caine  was  on  the  mound 
for  the  Grizzlies  and  pitched 
creditable  ball.  He  was  also  re- 
sponsible for  both  the  Montana 
runs.  He  scored  first  after  draw- 
ing a walk  in  the  third  inning 
and  he  drove  in  the  Grizzlies’ 
final  tally  in  the  sixth  with  a 
triple  to  the  fence.' 

Friday  night: 


Montana  — - 000  000  00  0 — 0 5 4 

Wyoming  ....  Oil  211  00  x — 6 7 1 

asenor  and  Drost. 

Saturday  afternoon: 

Wyoming  ....  030  020  0 0 0—5  9 3 

Montana  ....  001  001  00  0—2  5 2 

Marshall,  Biehl  (6)  and  Anderson;  Vill- 
Manig,  Biehl  (5>  and  Paine,  (2)  Villase- 


Val  Hyrics  Edge  Competitors 
To  Win  Supremacy  Trophy 


Val  Hyric  athletes  are  the 
proud  possessors  of  the  men’s 
intramural  supremacy  trophy  for 
1953-54.  The  Physical  Education 
Majors  are  the  softball  cham- 
pions. 

Val  Hyric  broad  jumpers 
clinched  the  supremacy  trophy 
competition  by  winning  second 
and  fourth  places  in  the  broad 
jump  event.  The  broadjump  win 
gave  the  Val  Hyrics  a 48-8  to 
46.6  win  in  the  annual  intramu- 
ral track  and  field  meet.  All  the 
events  of  the  meet  were  run  off 
a week  ago  except  the  broad 
jump  which  was  postponed  be- 
cause of  wet  field  conditions. 
Before  the  final  events,  the  Val 
Hyrics  had  an  eight  point  lead. 

Wayne  Shute  broke  the  broad 
jump  record  as  he  sailed  20’ 
10%”.  The  old  record  was  20’9” 
set  by  Jim  Thorn  in  1951.  Jack 
Stone,  Val  Hyric,  jumped  second, 
Dick  Radichel,  9th  Quorum  El- 
ders, third.  George  Larsen,  Val 
Hyric,  placed  fourth  with  Viking 
Ed  White,  fifth. 

SOFTBALL:  The  Physical  Ed- 
ucation Majors  softball  squad' 
won  a championship  game  from 
the  Wymount  Bees,  20-10  to  be- 
come intramural  softball  cham- 


Thayne  Applegate,  utility  out- 
fielder; Jerry  White,  utility  in- 
fielder. 

Val  Hyric  athlete  Gene  Lamb 
was  awarded  the  all-round  ath- 
lete trophy  for  the  men’s  Intra- 
mural program. 


.pions. 

The  championship  team  in- 
cludes: Ken  Christensen  and 

Marv  Roberson,  catchers;  Jay 
Naylor,  pitcher;  Boyd  Lake,  first 
base;  Claire  Fisher,  second  base; 
Roy  Banks,  third  base,  Wayne 
Shute,  shortstop;  DeRay  Eyre, 
left  field;  Neil  Christiansen,  cen- 
terfield;  Jim  Hill,  right  field; 


One  careless  match . . .Yours  ? 


2- Only  you  con 

PREVENT  FOREST  FIRES! 


DENVER  (AP) — Utah’s  well-  220  lows;  Boyd  Jarman  second' 
balanced  team  captqred  the  gky-  in  both  the  javelin  and  discus; 
line  field  and  track  champion-  Ray  Brown,  third  in'  the  440; 
ships  Saturday  as  Colorado  A&M,  McKay  Rollins,  third  in  the  880; 
two-time  champions,  faltered  to  Lewis  Chatterly  tied  for  second 
a third-place  tie.  in  the  pole  vault;  Marv  Rober- 

Utah  notched  52%  point  with  son,  fourth  in  the  shot;  Harry 
Brigham  Young  runner  up  with  Anderson,  fourth  in  the  220;  Gor- 
41.  A&M,  Wyoming  and  Mon-  don  Smith,  fourth  in  the  discus; 
tana  were  next  in  a tie  with  32  Dave  Cobia,  fifth  in  the  880; 
points  each.  Other  team  scores  and  Doug  Spainhower,  who  tied 
were  Utah  State  16,  New  Mexico  for  fifth  in  the  high  jump  with 
13%  and  Denver  6.  .his  brother  Don  of  Utah  State. 

Cougar  Scorers  The  Cougar  relay  team  took 

Pointmakers  for  Brigham 


Young  were  Walt  Steffenson, 
first  in  thq  mile;  Will  Hirschi 
second  in  both  the  120  highs  and 


Cowboys  Win 
Skyline  Loop 
Tennis  Crown 


University  of  Utah  tennis  play- 
ers last  their  Skyline  Conference 
net  crown  Saturday  as  the. Wy- 
oming Cowboys  swept  both 
singles  and  doubles  competition. 

Leading  Wyoming’s  winning 
team  was  Jim  Herd,  conference 
singles  champion  in  1952.  Herd 
regained  his  title  as  he  defeated 
Utah’s  Don  Tisdel,  64,  *6-2. 

The  Cowboy  ace  was  also  a 
major  contributor  in  Wyoming’s 
doubles  victory.  Herd  teamed 
with  Carlton  Doe  to  win  the  two- 
man  crown. 

In  semi-final  singles  competi- 
. tion,  Herd  downed  Brigham 
Young’s  number  one  man,  Bob 
Kirkpatrick,  6-2,  6-1;  while  Tisdel 
defeated  Alvin  Willis,  Denver, 
6-0,  6-3. 

Herd  and  Doe  dropped  BYU’s 
Kirkpatrick  and  Ed  Pinegar  out 
of  the  tourney  doubles  event 
with  semi-final  wins,  6-3,  64. 

Wyoming  finished  with  a total 
of  9 points  to’  Utah’s  7.  Brigham 
Young  was  third  with  5;  fol- 
lowed by  New  Mexico,  3;  Denver, 
Colorado  A&M,  and  Utah  State 
with  2 each,  and  Montana  0. 

Summary: 

Singles  (semi-finals) — Jim  Herd,  Wyo- 
ming, def.  Bob  Kirkpatrick,  BYU,  6-2,  6-1; 
Don’ Tisdel,  Utah,  def.  Alvin' Willis,  Denver, 


Finals — Herd  def.  Tisdel,  6-4,  6-2. 
Doubles  (semi-finals) — Herd  and  Doe, 
Wyoming,  def.  Kirkpatrick  and  Pinegar, 
BYU,  6-3,  6-4.  Tisdel  and  Gil 


Tisdel 

'.  Ivan  Christen: 

1,  Utah  State,  6-3,  6-3. 

-Herd  and  Doe  def.  Tisdel  and 


GENE  LAMB 

. . Intramural  all-round  athlete 


second,  behind  a speedy  Colorado 
A&M  crew. 

A&M’s  Alex  Burl  won  the  100 
and  220-yard  dashes  for  the  third 
straight  year.  Paul  Carlin  of 
Wyoming  won  the  880  for  the 
third  time  and  also  captured  the 
440.  Other  defending  champions 
who  repeated  were  Bob  Yates  of 
Utah  in  the  low  hurdles,  Louis 
Madrid'  of  Wyoming  in  the  mile 
and  Gordon  Riddell  of  A&M  who 
set  a new  record  in  the  pole 
vault,  the  only  record  in  the 
meet. 

New  Vault  Mark 

Riddell  was  credited  with  a 
new  record  at  14  feet  % inch. 
The  old  mark  of  14  feet  1/16  inch 
was  set  in  1940  by  Cal  Clark  of 
BYU.  Riddell  failed  in  his  first 
Jry  at  the  record  height  but 
made  it  on  his  second  leap.  He 
skimmed  the  bar  but  after  shak- 
ing for  a few  seconds  the  cross 
piece  remained  in  place.  Riddell 
tried  two  other  leaps  at  14-4  but 
didn’t  come  close  to  clearing  that 
height. 

Utah  won  only  three  first 
places — high  and  low  hurdles  and 
javelin.  But  the  Redskins  count- 
ed heavily  with  six  third  places. 
These  were  in  the  shot  put,  high 
hurdles,  javelin,  high,  jump,  dis- 
cus and  two-mile.  Coach  Pete 
Couch’s  competitors  timgner  sec- 
ond, third  and  fourth  in  the  two- 
mije  to  pick  up  nine  points.  The 
Utes  were  second  in  the  mile  and 
-high  jump.  They  failed  to  place 
in  the  100,  220  and  440  yard 
dashes  and  the  broad  jump. 

Cougars  Favored 

Brigham  Young  was  strongly 
favored  to  dethrone  A&M  after 
the  Cougarse  led  the  qualifying 
preliminaries  Friday.  BYU  quali- 
fied 15  and  Utah  had  placed  13 
in  the  qualifying  events. 

Wyoming’s  distance  runners, 
however,  knocked  BYU  out  of 
the  championship  as  Carlin  raced 
away  with  the  880  crown  and 


Classified 


BED  complete  with  innerspring  mattress. 
Excellent  condition,  reasonably  priced. 
Phone  1653-W. 


NEED  6 girls  to  rent  private  furnished 
home  near  campus  for  summer  begin- 
ning June  15  or  earlier.  Call  1932  as 


MISCELLANEOUS 


SCREEN,  projector  and  Cinemaster  movie 
camera.  Original  cost  $300.  Will  sell 
for  $75.  See  at  337  N.  7 E.  Phone  2756J 


WHY  not  fly  home,  Airline  Service  from 
Provo  Airport,  anyplace,  12c  mile,  3 
people  may  go.  Phoenix  3 hrs.  L.A.  4 
hrs.  Boise,  2 hrs.  Phone  555. 


I $10  f 


j you  suggest 


NEW  rental  property,  approved  for  24 
students.  Is  now  earning  10  per  cent 
. investment.  Pj-ice  $40,000.  Write 


box  242  Provo. 


to  us  who  orders  or  purchases  ; 

mobile,  we  personally  guarantee  a bet- 
ter car  at  a saving  of  $100  to  $200  to 
students  or  their  friends.  See  us  now 
for  delivery  at  any  time  now  or  dur- 
ing the  summer.  Student  Sales  Service, 


2665-J. 


ify. 


FREE  Advertising.  The  Universe  gives 
free  space  in  the  classified  section  for 
finders  of  lost  articles  to  notify  owners. 

SMALL  leather  purse  between  upper  ani 
lower  campuses.  Owner  may  identify 
same  by  calling  1837-J. 


SUMMER  job  opportunity.  Energetic  young 
minor  women  needed.  Live  at  home, 
be  your  own  boss.  Earnings  unlimited. 
Car  essential.  Not  canvassing.  See  M. 
R.  Rogers  250  N.  University.  Ph.  5156. 


LOCAL  and  long  distance  moving,  crat- 
ing and  shipping.  Summer  Storage,  Call 
4444,  Provo  Transfer  Co. 


BOARD  OR  ROOM 


BATCHING  quarters  for  boys.  Lovely  kit- 
chen with  gas  stove,  refrigerator,  nice 
shower  room,  two  bedrooms,  access  to 
living  room,  telephone.  $16  monthly, 


330  N.  3 E. 
TWO  thi 


i,  jus 


LARGE  house  suitable  for  boarding  hous'e. 
Ph.  3217-W. 

APARTMENT  for  rent— furnished,  310  N. 
6 E.  basement,  includes  heat  and  light 
for  two  or  three  girls. 

FOR  RENT,  two  2 three  bedroom  apart- 
ments. Just  off  campus.  Call  2815-NW. 


d gowns  ’ 


BACHELORS  ci  . . ...  

out  Monday  through  Friday  ~ . 
graduates  who  have  not  placed  ! 


Madrid  won  the  mile.  BYU  run- 
ners faded  in  both  events  after 
taking  strong  early  leads.  Carlin  , 
was  last  throughout  the  first 
600  yards  of  the  800  but  finished 
in  front  with  a tremendous  kick. 

Summary; 

ut— 1.  Jim  Schell  (Wyo) 


i.  47-1014; 


% inch.  2.  Bob  Beach, 

3.  William  Smith,  Utah,  

Roberson,  BYU, -47-5%;  Don  Anderson, 
New  Mexico,  47-3%. 

Mile  run— iy  Louis  Madrid,  Wyoming; 
2.  Mike  Morris,  Utah;  b.  James  Brooks, 
New  Mexico;  4.  Don  Sackschewky,  A&M; 
5.  Jim  Elder,  Wyoming,  4:27.1. 

440-yard  dash — 1.  Paul  Carlin,  Wyo- 
ming; 2.  A1  Dorsey,  A&M;  3.  Ray  Brown, 

BYU;  4.  John  Hartmi  " 

Johnson,  Montana.  49. 

100-yard  dash — 1. 


, A&M;  5.  Ritch 


lurl,  A&M; 

,zra  Smith, 

Utah  State;  4.  Bobby  Lee,  New  Mexico;  ' 
5.  Warren  Dunn,  A&M.  9.9. 

120-yard  high  hurdles — 1.  Fred  Prat- 
ley,  Utah:  2.  Willard  Hirschi,  BYU;  3.  f 
Lowell  Wilson,  Utahh;  4.  Bob  Hudson, 
Montana;  5.  Alan  Eades,  A&M.  15.3. 

880-yard  run — 1.  Paul  Carlin,  Wyo-  j 
ming;  2.  Doug  Anderson,  Utah  State;  . 
3.  McKay  Rollins,  BYU;  4.  A1  Peyton, 
Wyoming;  -5.  Dave  Cobia,  BYU.  1.55.8.  / 

Javelin — 1.  Gary  Loosli,  Utah,  202  feet; 

2.  Boyd  Jarman,  BYU,  197.5;  3.  Bob  FuW 
ton,  Utah,  -196.6;  4.  Dave  Linder,  New 
Mexico,  194.8;  5.  Ed  Stocking,  Montana, 


185.8. 


rd  dash — 1.  Alex  Burl,  A&M;  2. 
Don  Brant,  Montana;  3,  John  Rushing. 
Wyoming;  4.  Hurry  Anderson,  BYU; 


„ Utah  State.  5 

Two-mile  run— 1.  Walt  Steffensen, 
BYU;  2.  Mike  Moris,  Utah;  3.  Ronald  M 
en,  Utah;  4.  Roy  Behunin,  V ' " 

Slaugh,  Utah  State.  9:58.4 
High  jump — 1.  Ray  D— 


feet  6% 


nches;  2.  tie.  Cal  Clark,  Utah,  ;t 
and  Fred  Pratley.  Utah.  6-4;  4.  Ralph 
Long,  A&M,  6-2;  (tie),  Don  Spainhower, 
Utah  State,  i 


and  Doug  Spainhov 
220-yard  low  hurdles 


ft.;  2.  Boyd  Jarman,  BYU,  139.7;  3.  Dean 
Howes,  Utah,  138.8;  4.  Gordon  Smith, 
BYU,  137.2;  5.  Bob  Beach,  Montana, 


134.4. 


oad  jump — 1.  1 
xa  ft.  6%  inches; 
State,  23-0  * ' “* 


Hudson,  Montana, 
John  Ford,  Utah 
bn  Rushing,  Wyo- 

and  Frank  Merchant,  Utah  State, 

22-4;  5.  Fred  Tesone,  Denver.  22%. 

Mile  relay— 1.  A&M  (Dick  Ehrlich,  John 
Hartman,  A1  Dorsey,  Alex  Burl);  2.  Brig- 
ham Young;  3.  Montana;  4.  Utah;  5. 
Wyoming.  3:20.6. 

Pole  vault — 1.  Gordon  Riddell,  A&M, 
14  feet  % inch;  2-3-4-5.  (tie)  Ross  Black, 
New  Mexico;  Oscar  Jackson,  Utah;  Lewis 
Chatterly,  BYU;  Anson  Bell,  Wyoming, 
13-0.  (New  conference  record,  old  record 
of  14  1/16  by  Carl  Clark  of  BYU  in 


Final 


j:  Utah  52%;  Brigham  Young 


Colorado  Aggies 
Take  Golf  Tourney 


DENVER  (AP)— Utah's  golf 
team,  led  by  Doug  Lund’s  sub- 
par  shooting,  won  the  Skyline 
Conference  championship  Friday 
by  upsetting  Denver’s  two-time 
champions. 

Lund  fired  a 67-70-137  for  36 
holes  over  the  par  72  Lakewobd 
course.  His  nearest  competitors 
were  teammate  Jim  Dunn  74-70- 
144,  and  Jim  Phelps  of  Colorado 
A&M,  75-69-144. 


Utah’s  team  scored  589  strokes. 
Other  team  scores  were  Ne\v 
Mexico  636,  Colorado  A&M  656, 
Wyoming  662,  Brigham  Young 


Grants  Given 


(Continued  from  page  2) 
logy  has  been  granted  a research 
fellowship  at  Washington  State 
College. 

Six  students  graduating  in 
Zoology  will  remain  at  BYU  on 
graduate  fellowships  and  assist- 
antships  in  Zoology  and  Entom- 
ology. They  have  not  yet  been 
approved  by  the  president.  Dr. 
Tanner  said  that  the  24  students 
will  receive  bachelor  of  arts  de- 
grees in  Zoology. 


WOULD  the  person  who  took  the  $70.00 
Argus  C-3  camera  from  the  J.  S.  Build- 
ing, please  call  4362.  Ask  for  Dave,  Re- 
ward offered. 


WILL  the  persons  responsible  for  the  re- 
moval of  the  Zan  Knudsen  Memor- 
ial Building  from  the  north  side  of  the 
Eyring  Scienoe  center,  please  contact 
RFD  No.  2,  Box  296.  We  need  our  Sears 
and  Roebuck  catalog. 


) N.  : 


E.  Phone 


TWO  persons  desire  ride  to  Tucson,  Arfz. 
or  vicinity  June  3,  4,  or  5.  WiU  share 
expenses.  Call  Rulene  Doman.  Phone 


Banyan  Pictures 
For  Sale 
in  Banyan  Office 


10c  - 25c  - 50c 


★ ★ 

Sold  on  First  Come  Basis 


UNIVERSE  fiam&uz  See&+  * * 


The  Year  In  Sports 


»*  Vi 


NS 
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Football:  Brigham  Young  gridders  had 
combination  of  wins  and  losses  in  the  1953 
season.  In  the  Thanksgiving  Day  classic, 
four  million  television  viewers  saw  the  Cou- 
gars lose  a 33-32  thriller.  Left  center:  Don 
James,  Cougar  fullback,  dashes  across  the 
goal  for  one  of  the  Cat  tallies.  Lower  left: 
Reed  Stolworthy  scores  through  a host  of 
defenders. 

Basketball:  Cat  cagers  finished  third  best 
in  Skyline  Conference  play,  behind  Colorado 
A&M,  and  Wyoming.  The  Cougars  won  nine 
and  lost  five  in  loop  competition.  Upper 
right:  Two  conference  all-stars,  Dean  Lar- 
sen, BYU,  and  Dennis  Steuhm,  Colorado 
A&M.,  jump  for  the  ball.  Left  center:  Non- 
league competition  saw  the  Cougars  down 
San  Francisco  68-61. 

Wrestling:  Brigham  Young  wrestlers  had. 
their  most  successful  season  in  many  years, 
winning  the  Western  Division'  title  and  plac- 
ing third  in  the  conference. 

Intramural:  The  men’s  intramural  pro- 
gram had  a very  active  year  under  the  di- 
rection of  Boyd  Lake. 

Tennis:  Placing  third  in  Skyline  Confer- 
ence tournament  play,  the  Cougar  tennis 
team  were  sparked  by  such  favorites  as  Bob 
Kirkpatrick  and  Ed  Pinegar. 

Golf:  Placing  third  in  the  conference, 
Cougar  links  team  members  were  a bit  short 
of  experience.  Center:  Dick  Horsley  pre- 
pares to  tee  off. 

Baseball:  Cougar  ball  hawks  claimed  sec- 
ond place  in  Western  Division  play.  Lower 
right:  Phil  Oyler  comes  home  on  a pass  ball 
by  Montana. 

Track:  Edged  in  the  Skyline  Conference 
track  championship  by  Utah,  Cougar  track- 
men nevertheless  had  a very  successful  sea- 
son, taking  Western  Division  honors.  Upper 
left:  Cougar  track  co-captain  Wayne  Lundeli 
conference  two'- mile  record  holder  Sher- 
James  finish  a distance  run  neck  and 


HEARING  TEST— Dean  Jones,  graduate  assistant,  gives  Wendell 
Rawlins  a hearing  test  at  the  Speech  and  Hearing  Clinic.  This  is 
just  one  of  the  many  duties  performed  by  this  department. 


Forensic  Awards 
Given  to  Grads 

Eight  high  school  seniors  have 
been  named  as  recipients  of  the 
$50  forensic  achievement  awards 
which  were  open  to  students  who 
will  work  in  forensic  activities 
next  year,  according  to  Dr.  J. 
LaVar  Bateman,  forensic  direc- 
tor. 

Applications  were  sent  to  all 
high  schools  in  the  intermoun- 
tain area,  and  the  outstanding 
students  from  those  schools  re- 
turned the  applications. 

Although  they  will'  work  in 
forensics,  they  do  not  have  to 
be  majoring  in  speech  to  receive 
the  awards.  They  w^re  selected 
for  their  outstanding  speech  work 
and  scholastic  average. 

Recipients  of  the  awards  are: 
Patsy  Jean  White,  Mesa  High 
School;  Jarrett  Anderson,  BY 
High;  Janet  Vivain  Wilkinson, 


Prexy  Named 
For  Workshop 

Reed  Miner,  Springville,  was 
announced  Saturday  as  next 
year’s  president  of  the  Opera 
Workshop.  The  announcement 
was  made  at  the  group’s  annual 
spring  awards  banquet. 

Other  officers  elected  to  serve 
with  Mr.  Miner  are  Kate  Mc- 
Guire, Heber,  Vice  president; 
John  Marlow,  Blackfoot,  Ida.,  so- 
cial chairman;  Marcia  Whipple, 
Las  Vegas,  publicity  chairman; 
and  Madeline  Dickey,  Jackson- 
ville, Fla.,  historian. 

Retiring  officers  are  Richard 
Dastrup,  president;  LaRae  Dunn, 
vice-president;  Carolyn  Callister, 
social  chairman;  and  Miss  Mc- 
Guire, publicity  chairman. 

Two-year  pins  for  service  were 
presented  to  Dorothy  Bartels, 
Merle  Jean  Butler,  Leota  Baird, 


Experience  Provided  . . . 

Speech^  an4  hteawig^Ctinic 
Operates  as  Training  Unit 


The  Speech  and  Hearing  Clinic 
bf  Brigham  Young  University 
functions  mainly  as  a training 
unit  to  provide  experience  for 
major  and  minor  students  in  the 
field  of  speech  and  hearing  re- 
habilitation. 

Besides  this,  however,  it  is 
possible  for  them  to  help  stu- 
dents and  children1  who  have 
speech  and  hearing  problems. 

Staff  members  of  the  clinic 
are  Prof.  J.  Lorin  Jex,  acting 
director;  Miss  Kristine  Paulsen, 
assistant  director;  Miss  Carol 
Witbeck,  a senior  clinician  work- 
ing as  audiometress  for  the  Utah 
State  Crippled  Children’s  ser- 
vice. Graduate  assistants  are 
Dean  Jones,  Ned  Christenson, 
Owen  Barnett,  Vee  Long. 

Certain  Type  Problems 

In  fulfilling  the  training  of 
clinicians,  children  and  adults 
having  certain  types  of  speech 
and  hearing  problems  are  accep- 
ted for  work  in  the  clinic. 

Other  services  that  the  clinic 
provides  is  to  tour  the  schools 
in  the  area  and  give  hearing 
tests,  also  a diagnosis  system  set 
up  to  determine  the  problems  of 
school  children  and  adults  in  the 
area. 


have  such  problems  as  stutter- 
ing, cleft  palate,  and  those  re- 
sulting from  cerebral  palsy  and 
hearing  cases. 

Summer  Clinic 

This  summer  a clinic  will  be 
held  under  the  direction  of  Kris- 
tine Paulsen.  Children'  in  the  area 
who  have  articulation  problems 
will  attend  the  clinic  each  morn- 
ing. Also  those  pre-school  child- 
ren, who  are  deaf  or  hard  of 
hearing,  will  attend  the  clinic. 

In  cooperation  with  the  Uni- 
versity of  Utah,  and  the  Child 
Health  Center  in  Salt  Lake,  BYU 
will  help  with  a summer  clinic 
in  Salt  Lake  dealing  with  cleft 
palate  cases  in  Utah. 

In  trying  to  help  those  people 
who  need  help,  the  clinic  has  the 
following  assisting  agencies:  the 
student  health  physician,  depart- 
ment of  psychology,  state  de- 
partment of  rehabilitation,  state 
board  crippled  children  service 
and  the  BYU  counseling  service. 

In  the  selection  of  children  to 
attend  the  clinic  those  who  are 
accepted  who  have  certain  types 
of  problems  that  the  clinicians 
will  have  to  work  with. 


Senior  Testimony  Meet 
Scheduled  for  Sunday 

Senior  Testimony  meeting  wil 
be  held  Sunday  at  2 p.m.  in  th< 
Smith  Auditorium,  announced 
Annette  Black,  chairman. 

This  annual  affair  is  held  ii 
order  that  graduating  seniors 
may  have  a chance  to  bear  theii 
testimonies  before  their  fellow 
classmen  and  friends. 

Included  on  this  program  will 
be  the  Madrigal  Singers  who  will  t 
render  Crawford  Gates’  arrange-  n 
ment  of  “The  Spirit  of  God,”  and  & 
“Come  Come  Ye  Saints.” 

Conducting  the  program  wiH  j 
be  Merle  Allen. 
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Services  are  given  to  any  BYU 
student,  who  may  have  any 
speech  or  hearing  problem.  Each 
quarter  the  clinicians,  under  the 
guidance  of  the  directors,  work 
with  approximately  40  students 
and  children.  These  students 


Seniors  Must  Order 
Caps  and  Gowns  Now 

All  seniors  who  have  not  plac- 
ed' their  orders  for  caps  and 
gowns  must  be  fitted  for  them 
this  week  in  the  bookstore,  ac- 
cording to  manager  Neil  Mc- 
Knight.  Masters  and  Ph.D.’s  must 
order  their  caps  and  gowns  im- 
mediately. 


Alwaqs  drive  like 
the  other  fellow  was  crazy 

i 

**•  Mne,  and  safe ! Lot  the  ether 
tuy  go  Art t atj  signless  intersect 
Let  him  put  if  he  wants 
te.  Den  t try  to  race  him.  Don’t 
••  another  ear's  tail.  Don't 
wait  til  others  dim  their  lights 
t®  yours.  It's  not  sissy— 

lit  Just  plain  smart— and  self  w 

DR.VI  CAMFUUT...th*  iff*  you  ,„v.  ^ k.  your 


CEDDY  clothes  Horse)  FINDS  HIS  FAVORITE  FILLY  SO 

CLARKS  GO  COED 

■■■Just  wait  'til  you  see  "OUR"  GIRL 
NEXT  DOOR. . . For  the  past  four  years 
It’s  been  CLARK’S  FOR  HIM  . . . Come 
AUG.  20  it'll  be  CLARK’S  FOR  HER! 

...  So  before  you  comely  coeds  do 
your  back-to-school  shopping  . . . check 
with  CLARK'S  “FOR  HER”  and  you’ll 
be  the  Best  Dressed  Girl  in  Town 


THE  SANG  AT  CLARK'S  WISH  YOU  ALL  A PLEASANT  SUMMER! 
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Football:  Brigham  Young  gridders  had 
combination  of  wins  and  losses  in  the  1953 
season.  In  the  Thanksgiving  Day  classic, 
four  million  television  viewers  saw  the  Cou- 
gars lose  a 33-32  thriller.  Left  center:  Don 
James,  Cougar  fullback,  dashes  across  the 
goal  for  one  of  the  Cat  tallies.  Lower  left: 
Reed  Stolworthy  scores  through  a host  pi 
defenders. 

Basketball:  Cat  cagers  finished  fhird  best 
in  Skyline  Conference  play,  behind  Colorado 
A&M,  and  Wyoming.  The  Cougars  won  nine 
and  lost  five  in  loop  competition.  Upper 
right:  Two  conference  all-stars,  Dean  Lar- 
sen, BYU,  and  Dennis  Steuhm,  Colorado 
A&M.,  jump  for  the  ball.  Left  center:  Non- 
league competition  saw  the  Cougars  down 
San  Francisco  68-61. 

Wrestling:  Brigham  Young  wrestlers  had 
their  most  successful  season  in  many  years, 
winning  the  Western  Division  title  and  plac- 
ing third  in  the  conference. 

Intramural:  The  men’s  intramural  pro- 
gram had  a very  active  year  under  the  di- 
rection of  Boyd  Lake. 

Tennis:  Placing  third  in  Skyline  Confer- 
ence tournament  play,  the  Cougar  tennis 
team  were  sparked  by  such  favorites  as  Bob 
Kirkpatrick  and  Ed  Pinegar. 

Golf:  Placing  third  in  the  conference, 
Cougar  links  team  members  were  a bit  short 
of  experience.  Center:  Dick  Horsley  pre- 
pares to  tee  off. 

Baseball:  Cougar  ball  hawks  claimed  sec-  • 
ond  place  in  Western  Division  play.  Lower 
right:  Phil  Oyler  comes  home  on  a pass  ball 
by  Montana. 

Track:  Edged  in,  the  Skyline  Conference 
track  championship  by  Utah,  Cougar  track- 
men nevertheless  had  a very  successful  sea- 
son, taking  Western  Division  honors.  Upper 
left:  Cougar  track  co-captain  Wayne  Lundell 
and  conference  two-mile  record  holder  Sher- 
ald  James  finish  a distance  run  neck  and 
neck. 
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Brigham  Young  Universe 


lie  UNIVERSE  Seed. . 


The  Year  In  Sports 


Brigham  Young  Universe 


Forensic  Awards 
Given  to  Grads 


Eight  high  school  seniors  have 
been  named  as  recipients  of  the 
$50  forensic  achievement  awards 
which  were  open  to  students  who 
will  work  in  forensic  activities 
next  year,  according  to  Dr.  J. 
LaVar  Bateman,  forensic  direc- 


Prexy  Named 
For  Workshop 


tor. 


Applications  were  sent  to  all 
high  schools  in  the  intermoun- 
tain area,  and  the  outstanding 
students  from  those  schools  re- 
turned the  applications. 

Although  they  will  work  in 
forensics,  they  do  not  have  to 
be  majoring  in  speech  to  receive 
the  awards.  They  were  selected 
for  their  outstanding  speech  work 
and  scholastic  average. 

Recipients  of  the  awards  are: 
Patsy  Jean  White,  Mesa  High 
School;  Jarrett  Anderson,  BY 
High;  Janet  Vivain  Wilkinson, 


Reed  Miner,  Springville,  was 
announced  Saturday  as  next 
year’s  president  of  the  Opera 
Workshop.  The  announcement 
was  made  at  the  group’s  annual 
spring  awards  banquet. 

Other  officers  elected  to  serve 
with  Mr.  Miner  are  Kate  Mc- 
Guire, Heber,  vice  president; 
John  Marlow,  Blackfoot,  Ida.,  so- 
cial chairman;  Marcia  Whipple, 
Las  Vegas,  publicity  chairman; 
and  Madeline  Dickey,  Jackson- 
ville, Fla.,  historian. 


Retiring  officers  are  Richard 
Dastrup,  president;  LaRae  Dunn, 
vice-president;  Carolyn  Callister, 
social  chairman;  and  Miss  Mc- 
Guire, publicity  chairman. 

Two-year  pins  for  service  were 
presented  to  Dorothy  Bartels, 
Merle  Jean  Butler,  Leota  Baird, 


Experience  Provided . . . 

Speech  and  Hearing  Clinic 
Operates  as  Training  Unit 


Senior  Testimony  Meet 
Scheduled  for  Sunday 


The  Speech  and  Hearing  Clinic 
of  Brigham  Young  University 
functions  mainly  as  a training 
unit  tq  provide  experience  for 
major  and  minor  students  in  the 
field  of  speech  and  hearing  re- 
habilitation. 

Besides  this,  however,  it  is 
possible  for  them  to  help  stu- 
dents and  children  who  have 
speech  and  hearing  problems. 

Staff  members  of  the  clinic 
a^e  Prof.  J.  Lorin  Jex,  acting 
director;  Miss  Kristine  Paulsen, 
assistant  director;  Miss  Carol 
Witbeck,  a senior  clinician  work- 
ing as  audiometress  for  the  Utah 
State  Crippled  Children’s  ser- 
vice. Graduate  assistants  are 
Dean  Jones,  Ned  Christenson, 
Owen  Barnett,  Vee  Long. 


HEARING  TEST — Dean  Jones,  graduate  assistant,  gives  Wendell 
Rawlins  a hearing  test  at  the  Speech  and  Hearing  Clinic.  This  is 
just  one  of  the  many  duties  performed  by  this  department. 


Certain  Type  problems 
In  fulfilling  the  training  of 
clinicians,  children  and  adults 
having  certain'  types  of  speech 
and  hearing  problems  are  accep- 
ted for  work  in  the  clinic. 


Other  services  that  the  clinic 
provides  is  to  tour  the  schools 
in  the  area  and  give  hearing 
tests,  also  a diagnosis  system  set 
up  to  determine  the  problems  of 
school  children  and  adults  in  the 


Services  are  given  to  any  BYU 
student,  who  may  have  any 
speech  or  hearing  problem.  Each 
quarter  the  clinicians,  under  the 
guidance  of  the  directors,  work 
with  approximately  40  students 
and  children,  These  students 


Seniors  Must  Order 
Caps  and  Gowns  Now 


All  seniors  who  have  not  plac- 
ed' their  orders  for  caps  and 
gowns  must  be  fitted  for  them 
this  week  in  the  bookstore,  ac- 
cording to  manager  Neil  Mc- 
Knight.  Masters  and  Ph.D.’s  must 
order  their  caps  and  gowns  im- 
mediately. 


have  such  problems  as  stutter- 
ing, cleft  palate,  and  those  re- 
sulting from  cerebral  palsy  and 
hearing  cases. 

Summer  Clinic 

This  summer  a clinic  will  be 
held  under  the  direction  of  Kris- 
tine Paulsen.  Children  in  the  area 
who  have  articulation  problems 
will  attend  the  clinic  each  morn- 
ing. Also  those  pre-school  child- 
ren, who  are  deaf  or  hard  of 
hearing,  will  attend  the  clinic. 

In  cooperation  with  the  Uni- 
versity of  Utah,  and  the  Child 
Health  Center  in  Salt  Lake,  BYU 
will  help  with  a summer  clinic 
in  Salt  Lake  dealing  with  cleft 
palate  cases  in  Utah.  , 

In  trying  to  help  those  people 
who  need  help,  the  clinic  has  the 
following  assisting -agencies:  the 
student  health  physician,  depart- 
ment of  psychology,  state  de- 
partment of  rehabilitation,  state 
board  crippled  children  service 
and  the  BYU  counseling  service. 

In  the  selection  of  children  to 
attend  the  clinic  those  who  are 
accepted  who  have  certain  types 
of  problems  that  the  clinicians 
will  have  to  work  with. 


Senior  Testimony  meeting  will 
be  held  Sunday  at  2 p.m.  in  the 
Smith  Auditorium,  announr^ 
Annette  Black,  chairman. 

This  annual  affair  is  held  L 
order  that  graduating  seniors 
may  have  a chance  to  bear  their 
testimonies  before  their  fellow 
classmen  and  friends. 

Included  on  this  program  will 
be  the  Madrigal  Singers  who  will 
render  Crawford  Gates’  arrange- 
ment of  “The  Spirit  of  God,”  and 
“Come  Come  Ye  Saints.” 
Conducting  the  program  will 
be  Merle  Allen. 
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Alwaqs  drive  like 
Ihe  other  fellow  was  crazq 


MM,  and  aafelLatth*  other 
go  fr»t  «tj  lignleM  Inter  Met 
Hon*-  L*  Mm  paM  if  h«  Wild 
to.  Don’t  try  to  race  him.  Don’t 
■toy  on  another  car*,  tail.  Don’t 
wait  til  atlm  dim  their  light, 
to  dhn  your*.  It*,  not  ainy— 
It’*  •!«*  Plain  .mart— and  *elf 


Dtiv.  CAMPUUT. . . rho  Ufa  y«  iav.  moy  b.  yeur  #W||| 


THE  GANG  AT  CLARK'S  WISH  YOU  ALL  A PLEASANT  SUMMER! 


CEDDY  (T|» ciothe, Ho,,.)  F/NDS  HIS  FAVORITE  FILLY  SO... 

CLARKS  GO  COED 

•••Just  wait  'til  you  see  "OUR"  GIRL 
N EXT  DOOR. ..  For  the  past  four  years 
It’s  been  CLARK’S  FOR  HIM  . . . Come 
AUG.  20  it'll  be  CLARK’S  FOR  HER ! 

...  So  before  you  comely  coeds  do 
your  back-to-school  shopping  . . . check 
with  CLARK'S  “FOR  HER”  and  you'll 
be  the  Best  Dressed  Girl  jn  Town 


